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WHERE WALKING 















Another Exclusive Imported Style 


Iron Age 


English 
alker 


SAFETY OXFORD 






No. 608 


A 8-13 D 5-13 
B 7-13. E 5-13 
C 6-13 EEE 5-13 





LIGHT WEIGHT - FLEXIBLE - SUPREMELY COMFORTABLE 


Iron Age has done it again! This English “lighter than you think.”’ That results from 


Walker is an exact replica of a sturdy “‘old the use of a featherweight Neoprene Nitro- 
world’” walking shoe. It’s a comfortable crepe sole. This oil-resistant sole is air 
seamless vamp oxford molded in rich, wine impregnated. It provides greater traction 


is with new grid tread under moist conditions 


Cambi-Cordovan leather. This 
unusual leather tanned from plump, 


colored 


an and puts a bounce in the step 





premium hides to give the lustrous finish of 


shell cordovan with the foot-feel of 


supple calfskin 


easy 


Don’t let the sturdy looks of this new, 
high styled Iron Age number fool you. It’s 


iron Age DIVISION, H. CHILDS & CO., INC. 
Pittsburgh 12, Pa. 


1205 Madison Ave. 


Other long-lived features include Dacron 


stitching, Pacifate 


counter and a sweatproof insole. 
Get full facts on Iron Age No. 608 now! 
It’s in stock and ready for immediate delivery 
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j _DYNAGRIP NEOPRENE DYNAGLUY GRANECON GRANETGRIP EX 

Style +V514 Style +104 Style +V10 Style +V82 Style +411 Style +902 

| Men's fully coated Men’s industrial weight Men's fully coated Men’s fully coated | Men’s palm coated Cadet fully coated 
144%” gauntlet palm coated knitwrist band top knitwrist | safety cuff elastic back 12” gauntlet 


When “‘safety’’ comes first GRANET  Granet uses only the finest ingredients in 
COATED FABRIC WORK GLOVES fill preparing special coatings for the many 
the bill for all types of industrial jobs. outstanding gloves in their line. 


For hands that must handle anything from 
rough castings to caustics Granet offers 
superior protection, comfort, flexibility and 


extra long life. the proper one. 


ticular application . . 


There’s a Granet Glove for your par- 
. Let us recommend 


To assure hand safety which naturally For free sample pair of Granet Work 
means great savings in time and money, Gloves please fill coupon below. 


ok! 


"GRANE 


Application? Z 
How About Abrasive Problems? 
And Cutting Troubles? 

What Temperatures Encountered? 
Type Product Manufactured: 


“a 


23 Loring Drive 


' Firm Name 
Framingham, Massachusetts 


Street Address 
City, Zone and State 
Name ___ 
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Kind of Acids, Solvents, Etc. Gloves Must Resist? 


C)} Seyere 


C) Moderate 
[] Moderate 


THE GRANET CORP., 23 LORING DRIVE, FRAMINGHAM, MASSACHUSETTS 


CD) Light 


CO) Light 



























| 
| 











hoose from Thom McAn’s 40 


If we don’t make exactly the shoe you want—and its construction is possible 





$-1378 — Jaguar 











$-4300 — Nitro-Crepe 


New idea in safety shoes, S$-4386, the Ripple Sole} by Thom McAn. 


Look at these terrific new opportunities for all 
safety shoe buyers! 


New idea in Safety Shoes 
Thom McAn introduces the new Ripple Sole+ 
safety shoe. You will be amazed at its luxurious 
comfort. You get all the features of regular Thom 
McAn safety shoes plus the tremendously com- 
fortable, shock-resistant Ripple Sole. And it’s oil- 
resistant, too. This shoe, specially designed for 
workers who are on their feet all day, is the most 
comfortable safety shoe ever produced! 





A tremendous new offer! 


Thom McAn makes more than 40 different kinds 
of safety shoes for men—and women, too. People 
in every branch of industry get the shoes they 
want from us. 

*But in case we do not have just the one you 
want—let us know! If its construction is possible, 
we will design a new safety shoe specially for you 
(minimum order 600 pairs—multiples of 12 pairs 
each size). For further details of this great new serv- 
ice, mail the coupon on the opposite page today. 


Thom McAn 


SAFETY SHOES 


A Division of Melville Shoe Corporation 
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i different safety shoe styles! 


—we will design one specially for you*! Here are 19 styles—all job proved: 









$-4209 — Leather Sole 


$-4131— Neoprene Cord 


$-1012— Neoprene Cord 


S-1031— Moulders S-1040 — Neoprene Cord 





| 
| 
| 
To: Thom McAn Safety Shoe Division, 25 W. 43rd St., N.Y. 36 
You tell us! Gentl | 
rventiemen: 

Look at this coupon carefully. It S part Please send me the following at once: (Check services required) 7 

of a brand-new service for safety shoe 

3 Address of nearest Thom McAn Safety Shoe Store 
buyers. Just check off the way you pre- C ne é - on ” 7 ay aerate . 54 . 
‘ etails of Thom McAn’s Speci: n-Plant Fitting Plan 
fer to buy safety shoes and mail the cou- 0 " - . - ony ; ve Reema , | 
—_ | y lustrate ist ( I oF safety < Ss 
pon to Thom McAn. We'll do the rest. cleans deerreumanate pallens ietspiieniaa made. 
: é [] Promotion material, safety posters, etc. | 
You may need specially designed C) Details of Thom McAn’s “Special Design” | 
| *taus oO ho i d 8s . >C li Sig 
safety shoes. Check the space for full Satasy Chinn Gardinn | 
information about this service. You can : 
also get safety posters, plant promotion a Poe | a 
material, etc. Tell us what you need. | 
We'll do our best to help you. i | 
- Address aa — — ! 
©1958 Melville Shoe Corporatior | 

tReg. Trade Mark. Beebe Rubber Co. \ 
| City State , 
| + 


EE ET ST 
en 
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Keep your 
floor-maintenan 
men happy... 




















FINNELL SYSTEM, Int. 


Onigtuatons of Power Scrubbing and Polishing Machines 







However much a maintenance man may want to 
do a good job, and at the same time show savings 
in labor costs, he’s stymied if the machine is too 
small, or too large, or is otherwise unsuited to 
the job. Different floors and areas call for dif- 
ferent care and equipment. That's why Finnell 
makes more than a score of floor-maintenance 
machines. From this complete line, it is possible 
to choose equipment that is correct in size as well 
as model... that provides the maximum brush 
coverage consistent with the area and arrange- 
ment of the floors. 


Finnell offers Conventional Polishing-Scrubbing Ma- 
chines in both concentrated and divided-weight types, 
each in a full range of sizes... a Dry-Scrubber, with self- 
sharpening brushes, for cleaning grease-caked floors. . 

Combination Scrubber-Vac Machines for small, vast, and 
intermediate operations, including self-powered as well as 
electric models... Mop Trucks...aWet and Dry Vacuum 
Cleaner, in baked enamel or stainless steel, with 11/2 hp 
By-Pass Motor. In addition, Finnell offers a full line of 
fast-acting Cleansers for machine-scrubbing ... Sealers 
and Waxes of every requisite type ...Steel-Wool Pads 
and other accessories — everything for floor care! 


In keeping with the Finnell policy of rendering an indi- 
vidualized service, Finnell maintains a nation-wide staff 
of floor specialists and engineers. There's a Finnell man 
near you to help solve your particular floor-maintenance 
problems ... to train your operators in the proper use of 
Finnell Job-Fitted Equipment and Supplies ...and to 
make periodic check-ups. For consultation, demonstra- 
tion, or literature, phone or write nearest Finnell Branch 
or Finnell System, Inc., 3503 East Street, Elkhart, Indiana. 
Branch Offices in all principal cities of the United States 
and Canada. 


BRANCHES 
IN ALL 
PRINCIPAL 
CITIES 
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\ etal salvaging yard, with its four-story 
k building, was wiped out in the fire pi 
on our cover Loss: $100,000. Cause: 
housekeeping. Contributing factors: 





sprinkler valves; magnesium stored 
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Can you tell a killer 


Read the true story in these aluminum 
bars of how well safety hats protect you 
from lethal overhead blows. These actual 

plates were used in recent laboratory field 
type tests of all safety hats available. Can 
you recognize the marks of killing blows? 

The deeper the depression . . . the lower 

the safety margin. See how Bullard 
outperforms all others . . . in fact, gives 
you 33% better protection . . . when 
compared in field type tests! 


























ONLY ONE TRUE MEASURE OF SAFETY HAT 
PERFORMANCE—“FIELD TYPE TESTS” 


For years manufacturers have been 
content to test hats under the artificial 
laboratory conditions. Bullard engineers 
conducting these tests have gone one 
step further. They have removed the one 
condition in the standard specifications 
that makes conventional test results 
exaggerated and unrealistic! 


Bullard fiber glass Bullard aluminum 
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| by his tracks? 


Here’s the difference that makes “field type” tests a truer measure of hat performance 


25 LB. STATIC LOAD 


CONVENTIONAL TEST ADJUSTMENTS CREATE UNREAL CONDITIONS 


Standard specifications for adjust- 
ing crown clearance—distance be- 
tween top of inside shell and top of 
test block—make current testing 
methods unrealistic. Crown clear- 
ance measurement in these tests is 
made with a 25 lb. static load on 
top of the hat. Of course, when the 
static load is removed, the shell of 








the hat pops up, giving crown 
clearance of as much as 134”. You 
know that men in the field do not 
wear hats this high .. . they are 
uncomfortable and may be blown 
or knocked off too easily .. . they 
wear them low—close to their 
heads. 


FIELD TYPE TESTS RATE HATS AS THEY ARE WORN 





In the tests reported field condi- 
tions are more closely approxi- 
mated. Hats have been adjusted 
to a 114” crown clearance without 
the use of a static load. When the 
advantage of this extra crown 
learance is taken away, see what 
a different picture you get of safety 
hat performance .. . 























(euuare a 

(BU SAFETY EQUIPMENT y) | LAINE is fork 
= os tnaeermcmaa Only dl 

E. D. BULLARD COMPANY a ee” yo 

Sausalito, California Ee eee = nis+ 

WRITE FOR SUMMARIZED TEST REPORTS #B1-R6 a 2v Ve fhe 


Bullard Safety Hats and Caps are 
available in fiber glass or aluminum 
in a wide choice of colors. 





Circle No. 6 on reader service card for more information 


OCCUPATIONAL HAZARDS @ MARCH 1958 














e wee 
Scars 


AS 


vd 
J 
i 








The man 
who feels safe 
works better 
on overhead 
maintenance 


Safety is our first consideration in 
building Hi-Reach Telescopers. 

Model LB (illustrated), push-button 
control on platform. Four heights 
20 ft. to 35 ft. (all models lower to 
clear doorway 6’-8” by 36”). Priced 
from $1510.00 up. Model PUL Hand 
Operated Lift — 15 ft. — $400.00. 
Custom-built lifters up to 100 ft. 


Write for catalogue 
Economy Engineering Co., 4534 
W. Lake St., Chicago 24, Ill, 342 
Madison Ave., New York 17, N. Y. 


Fvconomy 
] SIINGINE BRING 
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Data on Fume Control 
Wanted in Utah 
EDITOR: 

Mr. Ray Wenger, a medical tech- 
nician at the Salt Lake Latter Day 
Saints Hospital, 325 Eighth Ave- 
nue, Salt Lake City, Utah, is desir- 
ous of obtaining a book or other 
publications on the control and ef- 
fect of fumes on workers in indus- 
trial plants. 

If you would be kind enough to 
have someone advise him as to what 
books or literature would help, we 
would certainly appreciate this. 

Thanks for your cooperation. 

Cuartes H. Natscu 
A. S. Aloe Co. 
St. Louis, Mo. 

Suggestions were mailed to Mr. 
Wenger. Have readers any ideas of 
their 


own, based on 


experience, 
they d like to pass on to him? 


Pictures of Safety 
Should Show Safe Methods 
EDITOR: 

As an avid reader of your Occu- 
PATIONAL Hazarps, I would first like 
to commend you on the quality and 
variety of the contents. Your maga- 
zine has proved very helpful to the 
improvement of our accident pre- 
vention program. 

There is one item I would like to 
point out, however. In almost each 
one of your issues, there appears a 
picture or sketch revealing a safety 
violation. These are usually seen in 
your advertisements. Such things 
as: no eye protection on a machine 
shop worker, men under overhead 
work minus hard hats, more than 
one part of rigging in a crane hook, 
improper use of ladders, handling 
materials without gloves, and oper- 
ating power-driven cutting tools 
without eye protection. Inasmuch 
as we are preaching, teaching, and 
selling safety, these things stand out 
when we use your publication. For- 
tunately, these items constitute a 
very small percentage of the total 
valuable material involved. . . . 

I continue to look forward to the 
arrival of your future issues with 


as much interest as I have during 
the past years. 
W. C. BaILey 
Safety Engineer 
E. I. du Pont de Nemours & Co. 
Circleville, Ohio 
We do our level best to check 
editorial illustrations for soundness, 
safety-wise, before we print them 
and even then we sometimes 
miss. Advertising pictures, of course, 
are aimed to emphasize single prod- 
ucts rather than safety as a whole. 


“The Most 
Practical Magazine” 
EDITOR: 

We look forward here each month 
to receiving the new copy of Occvu- 
PATIONAL Hazarps. In the large 
amount of reading which all of us 
must necessarily do these days to 
keep abreast of developments in our 
work, it is always a pleasure read- 
ing material which has been espe- 
cially designed for our own safety 
profession and which eliminates the 
“chaff.” 

I have a long time considered 
OCCUPATIONAL HAZARDS to be the 
most practical magazine for help 
to safety engineers. 

J. B. NicHoLs 
Director of Safety 
Re nolds Metals Co. 
Richmond, Va. 


Thank you, Mr. Nichols. 


“You Have Aided 
T ry ee 
Us Tremendously 


EDITOR: 

Through the years we have en- 
joyed reading the monthly periodi- 
cal OccupATIONAL Hazarps. The 
publication has aided us tremen- 
dously in our safety work, and we 
know of no other magazine that can 
compare with it. Time and again 
taken ideas from your 
monthly publication and put them 
to practical use. 


we have 


Also, on many oc- 
casions the safety ideas in your mag- 
azine have stimulated our thoughts 
and resulted in modifications and 
creations of our own. 

illustration of this last 
point, we are enclosing a copy of 


As an 


continued on page 10 
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Quality Cleaning 


Stations 


MAGIC. SILICONI 


LENS 


rISsSUE the highest 
quality, first-class sheet of Silicone-treated tis- 
sue made in our country: marvel of the paper- 
makers art; finest quality to be found in the 
world. 

It exceeds every specification for scientific 
use under most exacting conditions where super- 
quality-softness, no lint and Silicone treatment 
is required as in atomic laboratories, ete. It 
deposits a protective film of sparkling Silicone 
on lenses. Science’s answer to foul sight. 

No glossy surface to prevent absorption of 
oil and oil mists from lens. It polishes and pro- 
tects as it cleans instantly. Crystal-clear. Size 
and tearing strength are elements of quality. 
So, each sheet is over 50% larger than usual 
and has twice the tearing strength. YET MAGIC 
TISSUE COSTS YOU LESS. 

Quality carries through to the Dispenser. 
Made of strong 20 gauge steel, indestructible. 
No moving parts. Self-mounting—just stick it to 
the wall. 

MAGIC HI DUTY Cleaning Station is 
for grimy areas where washing with a fluid is 
unavoidable, or where Anti-Fogging treatment 
is required, or for use on plastics or any eyewear. 


Magic Silicone Lens Tiss 


mcCans... 







sue Magic Heavy-Duty Cleaning 


America's Leading Eye-Aid for 


d fo Station: Science's Answer to 


Safety Grit, Fog and Grime 


MAGIC Cleaning & Anti-Fogging Fluid is 
combined: a two-in-one triumph. It’s pressure- 
packed. Touch the top and Presto! The can does 
the rest. Nothing to refill. Each ean will clean 
about 360 glasses, whereas old-fashioned 6-0z. 
bottles clean only about 100. Or, if you wish to 
use your own home-made fluid, we can supply 
our adapter ($2.70) with a giant 16-oz. bottle 
and plunger complete. 

The Heavy Duty Paper is our superb, super- 
strong, wet-strength sheet. No scratching on 
plastic, and no lint. These sheets are inter- 
folded and are released one by one, not in 
bunches, also reducing waste. The MAGIC 
watchword Quality. Order Now! Wire or write 
us or your safety jobber today. 

Magic Silicone Lens Tissue......per carton $8.40 

(6 (800 sheet) refills per carton) 


Magic Lens Tissue Dispenser............ each 2.50 
Magic Heavy Duty Dispenser............ each 5.95 


Cleaning & Anti-Fogging Fluid 
(Twelve 12 oz. cans) per carton 12.50 

Magic Heavy-Duty Papet........ per carton 11.60 
(18 giant refills (760 Sheet) 

Magic Heavy Duty Units 
(Dispenser, 1 can Fluid, 1 packet paper) 


7.65 


Exchange all your other Stations for Magic FREE 


Self Dispensing 
box for your desk 


or any place in the 





office, plant or 
laboratory $11.95 per carton of 12 
Self Dispensing boxes. 


SERVING EVERY 


THE SILICONE PAPER COMPANY OF AMERICA, INC. 


75 East 45th St., New York 17, N. Y. 


WAJOR INDUSTRY IN AMERICA 
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e Increase Worker Morale 
e Reduce Production Costs 


Ccott irators ! 


Bureau of Mines Approval No. 1924 
Men who work in atmospheres not immediately 
dangerous to life, but in which the ill effects are 
temporary, are completely protected when pro- 
vided with Scott Demand Respirators. Breathing 
worries are gone. They work more comfortably 
and thus produce more. 








Scott Demand Respirators provide gentle 
refreshing air on inhalation only. There is no 
wasteful, uncomfortable, constant flow to irri- 
tate eyes and nasal passages. Wearers say “As 
comfortable for 8 hours as for 8 minutes.” 

All models can be connected to plant air supply 
or high pressure air cylinder systems. Available 
with half and full-face mask. Write for complete 
information or call your nearest Scott Distributor. 


Fixed Air supp 
stallation using plant 
air supply. Illustrated 
with Half Mas 
use whe 
eye pr 


req 






Fixed Air supply in- 
Stallation, using high 
pressure air cylinder 
Illustration shows 
Scottoramic Full-Face 


Mask 








Portable Demand Res 
pirator Equipment. 
For use with plant air 
supply or high pressure 
air cylinder systems 


FOR SAFETY - FOR SERVICE 


SAFETY EQUIPMENT DIVISION 


Jolok SW Ar Wale), mmere) 3-2 


229 ERIE STREET LANCASTER, N. Y. 
_ Canada: Safety Supply Co., Toronto — Branches in principal cities 
Export: Southern Oxygen Co., 250 West 57th Street, New York 19, N. Y. 
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LETTERS 


continued from page 





our plant safety contest. and mate- 
rial supplemental to it, with the hope 
that it will be of interest to you and 
know. 


entrusted with the responsibility of 


anyone of whom you may 


plant safety. Our contribution is 
the result of a combination of ideas 
by M. G. Gallup, personnel director, 
and mvyself. 

Thank you again for your contri- 
bution to the field of 
safety. 


industrial 


F, PETRONGELLI 
Employment & Safety Manager 
John Wood Co.. 
Muskegon. Mich. 


Presently we hope) 


Bennett Pump Div. 


youll he 
reading an article in OCCUPATIONAL 
Hazarps based on the Gallup- 
Petrongelli contest plan. Veanu hile. 
ideas youd like to 


pass on to our readers? 


have you any 


“Sudden Injury” 
Accident Explained 
EDITOR: 

The press was equipped with 
which was im- 
The bolt shown 
on the bolster caught the cuff of the 


glove the man was wearing and pre- 


a pull-out guard 


properly adjusted. 


vented him from getting his com- 
plete hand out of the danger zone 
even though the pull-out did start 
pulling his hand away. 

The Importance of proper adjust- 
ment and the hazards of wearing 
gloves on operations of this kind. 
we believe. are clearly indicated. 

(Name withheld 

This letter outlined in more detail 
the cause of the injury pictured in 
our November 1957 “Sudden In- 


yury feature. 


Braille Cover 
An Eye-Catcher 


EDITOR: 

We have noted with creat interest 
the November 1957 cover of Occu- 
PATIONAL HAZARDS 
printed in Braille by the American 
Printing House for the Blind. 


We would like to use the idea for 


which was 
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SAFETY GOGGLES | SAFETY SPECTACLES 


WATCHEMOKET 


FORM FITTING eye LIGHTWEIGHT 
COMFORTABLE Viste EASY TO WEAR 


Model 440SV Methacrylate Lens Model 415 
Model 441SV Acetote Lens 











-— Soft 
Vinyl 





Frame 





\ te y Tuc-Away 















7 
\ yA Shatterproof optically correct lenses = . 
\ “4 Stac-Vent'' — o new principle in goggle ventilation. Easily replaced snap-in, snap-out. Putt Out >< 
c aat ‘ In clear ght, medium or dork green —= " x 
a t a Clearer Vision . More Comfort Greoter Sofety t ediv g . ——S——, E 
Wi i os Large frame fits comfortably over oll prescription glosses. One size anda mode fits every worker. PUSH IN % é 
~<a} . Lenses optically correct — shatterproof — easily replaced. Weoarer adjusts and maintains his own spectacies z ys 
\ — | ll Alse available with reguior or screen ventilotion. WORN BECAUSE THEY ARE COMFORTABLE i" 
\\ Pz 
ed 
i Vi T 
Soft Vinyl Frame tsor-Tuc Model 422 
50 mm Round New Over-Eyes 


Protection 


_ Hardened Safety 
// Glass Lenses 


Maximum protection where 


Almost 100% 
protection, plus “yi \ 
all the com- § 
fort of ‘’Tuc-Away”. ‘’Visor-Tuc”’ : 
J fits snugly against the forehead. 
\ Shotterproof Eye Savers lenses interchangeable in 
Tuc-Away Model. 


ere es : > ess 


Split Joint \ Model 80 


Split Joint Frame makes changing 






there is extreme abrasion. 
Maximum comfort and minimum weight. 
Large size, fits over all prescription glosses. 











Model 492 









Welding Goggle 
Opaque Black lenses a simple operation, no heating 
Soft Vinyl Frame to distort frame. Retrax temple easily 


adjusted — One size Standard 47 mm 
drop eye lenses. Removable clip-on 


vish t | I 
Furnished with replaceable side: ahiatde eiatlatle 











50 mm round, Federal Spe- ~ 3 aati 
cification, filter lens shades 3, 4, 5 or 6, protected = St } Ce, 60 ee 
inside and out by cover lenses. Tt / PRESCRIPTION LENSES 
-— So PLANO SAFETY GLASS LENSES 
Se ee a em —se Sa 
Model 99 Model 55 
<a Cheepee Methaspec 


ag One-Piece . 
. . Eye Shield 
“ Goggles 
a | 99 
A a 4 Gti Optically correct, one piece, curved © 
} \ y, : ; Close fitting, Methacrylate Eye Savers Lens pro- \ 
2 ; = lightweight, comfortable. vides heavy impact protection. ‘~X 
\ Optically correct . . . no distortion, Lens is .080” thick, uvailable in clear 
—— Available in clear or medium green. or light, medium and dark green. 


“ 
e 
+ 











GATT ~ers ORE PT ES TTT rm a RSS 


For details, see your Authorized Eye Savers Supplier or write direct 
Made by the Leaders in Plastics 





Quality Eye Protective Equipment 























ae WATCHEMOKET =e 
Aa Che 4 oo 
i en SAVERS 
WATCHEMOKET OPTICAL CO., INC. 
232 West Exchange St., PROVIDENCE 3, R. |. In Canada: Levitt-Safety Limited, Toronto 10, Montreal 26, Winnipeg 
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this cover on our Monthly Accident 
Prevention Report, and are won- 
dering if the American Printing 
House for the Blind would be willing 
to print in Braille for us along the 
same idea... . 

We would appreciate very much 
your advising us if this can be done. 

STANLEY OWENS 

Director of Safety 
Transcontinental Gas Pipe Line 

Corp. 
Houston. Texas 

The inquiry was sent on to the 
{merican Printing House for the 
Blind. This was one of many com- 
ments we received on the Braille 


cover. 


“Blindman’s Buff” 


: 
MERGENCY SHOWER 
EYEWASH FOUNTAIN 

ly oe 





a 
* 
2 


7 Put to Local Use 

> . y EpITor: 

2 , We found the article “Blindman’s 
Buff” printed on pages 42, 43, and 


14. of the November issue of Occu- 
- PATIONAL HAZARDS most interesting 
i and think it a very effective pro- 
+ gram for eliminating eye injuries. 

We would like to know if reprints 
are available. If not, may we have 


This safety station is part of the compre- ee ent this article f 
Rod AW &. hensive safety program maintained by ee k a = 

the General Electric Company at its Ap- distribution to our employees 

pliance Park, Louisville, Kentucky. Gen- Ropert J. Fox 


F M FE R G E N C Y eral Electric considers its safety record Asst. Mer., Safety Dept. 


a prime achievement,and provides Haws Philadelphia Electric Co. 


Emergency Facilities at critical locations *hiladelphia. P: 
FACILITIES ; Philadelphia, Pa. 
throughout the production areas. 
Vumbers of requests for reprints 
@ Drench Showers ¢ Eye-Face Wash Fountains or for permission to reprint “Blind- 


man's Buff’ and the accompanying 


Not just a shower ...a HAWS DRENCH SHOWER! A quick pull of the Oe 


Protection Equipment at 





chain releases a solid sheet of water to rid body and clothing Work” have reached us. Reprints 
of dangerous chemicals and caustics. Safety in seconds—saving aren't available, but local reproduc- 
vital moments until medical aid arrives, perhaps avoiding tion can be arranged with credit to 
serious injury. HAWS Eye-Wash Fountain, too, is ready to OCCUPATIONAL TIAZARDS. 
flood eyes from specially designed fountain heads. These are oe eee 
only two items from HAWS complete line of emergency facil- 
ities to meet every industrial need. Safety authorities stress Attitudes . . . 
the necessity of instant irrigation for eye or body contamina- Three wrong driver attitudes 
tion. Provide for it with HAWS equipment. Get the full facts a nan — 
now, by writing... the Institute for Safer Living: 
(1) incompetence; (2)  arro- 
gance; (3) ignorance. About 


36% of the accidents studied by 
he stitute ere due . 
DRINKING FAUCET COMPANY siithed duties SOG “ene es 


to arrogance; 15% were due to 








Leader in drinking water facilities since 1909 


1443 FOURTH STREET + BERKELEY 10, CALIFORNIA 
Circle No. 11 on reader service card for more information 
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INFORMATION FOR SAFETY DIRECTORS 


about improved products and new services 


made possible by Nij PONT CHEMICALS 








ERE are wavs you Can get extra value for vour pur- 
chasing dollar. These modern products, which bring 
new salety and 


1 efficiency to your operations, are made 


possible by Du Pont Chemicals used in their production. 


Y 


he three shown here are examples of many new and 
improved products in which Du Pont Chemicals play a 
part. Ask your regular suppliers about them, or send 1 
pon below to get more information. including names 


cout 


of manufacturers from whom these products can 





Safe, efficient removal of scale |: 


uses of new dry 





Work clothes resist fire when treated wit! 
Ret ( S eathe”’ freel fee 


NFORMATION FOR INDUSTRY 


Qo, 


r free f 
Specially prepared for Safety Directors a complete packet of in- 
formation on 9 products and services. including names of manu- ] 


just fill out the coupon. 





L 
Long-term protection against fire, | 


facturers of each. Yours for the asking 


S ass ired wi en iumber 


Chromated Zine Chloride. CZC is voli P ee ee ee oe oe 


low-cost treatment... permeates wood fibe | ed 
lumber is clean, odorless, paintable. Du P g E. I. du Pont de N s & ( (Ine.) 
not treat wood. Service is available fror er Grasse Cher s Dept... Room N-2533-S 
treaters. Wilmington 98. D ; 
p : r new folder, “Information for Industry. = 


DU PONT Fan sastcabaily hencnenbihie ths tuaebilaiaal 
Grasselli Chemicals dry acid cleaners (fire-retardant treatment [] wood protect 


QU PONT — 


BETTER THINGS FOR BETTER L'VING... THROU 
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The 
LOOKING GLASS 


FINISH 


wra'VERI-FIRE’ _ 
PERFORMANCE TRA CER we. 


A STARTLING NEW FLOOR 
FINISH THAT IS BOTH 
VISIBLE and INVISIBLE 


... STYLE’S LOOKING GLASS 
LETS YOU SEE APPLICATION, 
WEAR and REMOVAL 


ie 
ms THRU VESTAL researc ... ANOTHER NEW PRODUCT FOR BETTER MAINTENANCE 
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END DECEPTION 


Your eyes can be easily deceived. They'll see a high gloss on floor finishes when the gloss 
really is on the floor itself; they'll tell you one finish lasts as long as another when there's a 
big difference in the wearing qualities of the two; they'll mislead you into believing your 
floors are well protected when the floors aren't protected at all. 


Why? Because the thin film left by floor finishes can't be seen. It's transparent. That's why 
the gloss you see may be a shine on bare tiles, not a shine on protective finish. 


DON'T GUESS...KNOW 


Now for the first time new tell-tale STYLE ends fhe guess work—gives you the true picture 
of the finish on your floors. 


New STYLE with the “Performance Veri-fire’’ is invisible under ordinary light, but when you 
cast, safe easily-available black light (Long Wave Ultraviolet Iilumination) on the new STYLE 
finish, it immediately glows—you see the finish. See the comparative photographs below of 
the 4 floor tile panels, each under ordinary light ond under “black light.” 


WHAT YOU SEE 


UNDER REGULAR 
LIGHT 


UNDER BLACK 
LIGHT 









Leveling appears to be good. Leveling is actually poor. 





Proves application is uniform. 





Finish shows hard wear. 


What is STYLE? 


STYLE is a completely synthetic floor 
finish consisting of long-wearing co- 
polymer plastic resins, dispersed in 
water emulsion form. Producing a 
longer-lasting, protective finish on 
floors, it is designed to replace self- 
polishing floor waxes. It has high wa- 
ter resistance — (permits damp mop- 
ping)—yet it is easily removed by 
ordinary wax stripping methods. A 
coating of STYLE is dirt-resistant and 
scuff-resistant—retains its initial bril- 
liance longer than any wax product. 
This means lower labor costs while 
maintaining excellent appearance. 


How does STYLE’S “Veri-Fire” Work? 
Simple, very simple . . . a portable 
black light is held above the STYLE 
finished floor. Immediately, like a 
touch of magic, the looking glass 
fluorescence in the STYLE finish takes 
fire and TELLS: 


1. If application is complete and uniform 
2. If good leveling has been obtained. 
3. If the finish requires re-application. 
4. If there's too much build-up. 

5. If stripping has been complete 


Right before your eyes the true con- 
dition of the floor finish has been 
positively determined. You can then 
take the necessary steps as indicated 
by the black light analysis. 


What does this Tracer mean to you? 
It means that with the use of STYLE 
on your floors, you can keep tight con- 
trol over your maintenance program 
. . . Eliminate wasted man hours. . . 
Eliminate excessive use of materials 
. . . This gives proof positive at all 
times that you have a quality product. 
This guarantees dollar savings to you 


Only STYLE Dares to Tell! 


Only STYLE can risk the“ Veri-Fire”’ 
Performance Tracer! 





Only STYLE /ets you see for yourse/f! 


Look in the Looking Glass! 
Without obligation we will send our 
representative and his “black light” 
to demonstrate right on your own 
floor that STYLE is a revolutionary 
product with revolutionary perform- 
ance control . . . SEEING IS 
BELIEVING, Just write us on your 
letterhead. But do it TODAY. 


INCORPORATED 














—_ 4963 MANCHESTER AVE. 

h ; ST. LOUIS 10, MISSOURI 

You can only guess if stripping 
has been complete. 


if fluorescence is gone you know 


WEST COAST PLANT @ MODESTO, CALIF. 
stripping has been complete. 


Vestal Products ore Warehoused in all Principal Cities 
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Its THE STEELIOE 
THAT MAKEs 
A SHOE SAFE : 


REGULAR SHOES / 


. .. they offer no more protection against falling objects than 
a pair of socks. 

The protection of industrial workers’ feet is a joint enterprise. 
Only by the complete awareness of existing industrial foot 
hazards can the conscientious safety engineer, with the help of Tice MeAn's 
his safety shoe suppliers and their vast army of shoemaking Ripple Sole Safety Shoe 
technicians, stem the increasing tide of painful and costly foot i 
injuries. 

Safety Box Toe Company’s part in this vital safety program 
is to develop and produce the very finest quality of steel 
toes. We offer your safety shoe supplier nineteen various 
styles of steel toes for his selection, including the new 
improved WINGUARDS ... the latest 


development in steel toe protection. 





S-4386 — Casual style desert 
saddle oxford. I Jeep, ric h shade of 
aniline tanned leather piped in 
black. Leather lined. Steel toe box. 
Ripple Sole resists oil and water 


Sizes: C 7-12, D 6-14, E 6-12. 


Safety Box Toe Company 


B12 STATLER BUILDING . BOSTON 
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Royal McBee Corporation 
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HAZARDS 
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i 





The Industrial Publishing Corporation 
812 Huron Road, Cleveland 15, Ohio 
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Executive Vice President 
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ck: teas: Banos Management at the Hartford, Conn. plant of Royal McBee have been singularly 
wil a tna eT ee por successful in formulating a personal hygiene program that is paying off in better 
Alan T. Cazier, Manager health, employee appreciation and numerous savings. 
Bao 5, Cth Sent Lobenune Pak Whine After extensive research into the problem, Royal management selected 
LONDON, S.W. 1, ENGLAND.....Vletoria 2608 SBS-60 Cream Deodorant Soap and Dispensers to spearhead their program 
Oe chy Lankester, Manager because of its multiple advantages: (a) effective cleansing action that combines 
alace Street, Westminster . : . 
exceptional detergency with unusual mildness. (b) a cream consistency. that 
makes it almost impossible to waste in either washrooms or showers. (¢c) provides 
Susscurrion Inronuation: Single copy Séc. one a drastic reduction in housekeeping and maintenance work. (d) affords a lano- 
year $5, two years $8; Canada $6; United King- , 4 . . > > P 
dom £3.0.0, payable in sterling at our London lized, antiseptic cream-type soap whose deodorant action is appreciated by 
office; other foreign $7, Accepted as a controlled a J 
circulation publication at East Stroudsburg, Pa. both men and women. F : — 
Return form 3570 to 812 Huron Road, Cleveland If your responsibility is to save money and increase the efficiency of personal 
15, Ohio : j 


hygiene in your plant, we offer the practical help of our service department. 
Without obligation, these experienced technicians can make a simple soap 
The Industrial Publishing Corp. also publishes recommendation or develop a complete personal hygiene program for you. 


AERONAUTICAL PuRcHASING 


Arruep Hypravics FREE: Complete descriptive information on SBS-60 Cream 
Commenctat Rerriceration & Aim Conpitioninc Deodorant Soap; SBS-30 Waterless Cleanser; and the complete 
wits SBS line of industrial hygiene products. Simply write us today. 

Inpustay & Wetpine Write Dept. 58-C4 


Maresta Hanvouine ILiustratep 


Mopean Orrice Procepunes 
Precision Meta Moweinc 
Weinine Iciustaatep 


Memt B Publ Audit ef C , SBS WATERLESS WASHSTATION* 
Members, Business Publications Audit of Circula- ee eee 
tion, Inc. Not responsible for unsolicited material. “Brings the Washroom to the Worker , *Trademark 


MAIN PLANT: 202 Waller St. Soginew, Michigan 
los Angeles, Colifornia * Newark, New Jersey 


Ud, 23 Recine Rood, Rexdole, Ontario, Conede 
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EDMONT CASE NO. 614: For wet vapor blast cleaning of transportation equipment, 
special knurled-grip rubber gloves costing $60 a dozen wore 8 shifts. Edmont recom- 
mended a Durox reinforced plastic coated glove (No. 364 Grappler) which gave 


equal wear for 70% less money. 


Job-fitted Edmonts protect 


hands, 





No. 364 Grappler 





No. 924 Neox 





No. 414 Snorkel 


reduce glove costs 


In case above, the Edmont-recommended 
glove cut glove costs from 62-'2c to 18c 
per shift because it fit the job. Its special 
plastic coating has outstanding non-slip 
wet grip, and excellent resistance to snag- 
ging, abrasion, acids, caustics and many 
solvents. Exclusive wing thumb, curved 
finger pattern assists dexterity, reduces 
hand fatigue. 


Saves 75% of glove costs 
EDMONT CASE NO. 621: For handling ap- 
pliance parts in trichlorethylene, prepara- 
tory to chrome plating, Edmont recom- 
mended replacing an ordinary neoprene 
gauntlet with a Neox coated glove (No. 
924). Its tough coating of special rein- 
forced neoprene wore nearly twice as long 
and reduced glove costs 75%. 


Protects from caustics, acids 
EDMONT CASE NO. 622: For handling 
plate glass in caustic soda and nitric acid 
solutions, $40 a dozen natural rubber 
gloves wore 7 shifts. Edmont recom- 
mended an extremely flexible, vinyl- 
coated glove (No. 414 Snorkel) which 
wore 10 shifts, reduced glove costs 83%. 


FREE TEST OFFER TO LISTED FIRMS: Describe your operation, ma- 
terials handled, temperature condition. We will recommend the correct 
glove for your job, from over 50 Edmont types, and supply samples for 


on-the-job comparison testing. 


EDMONT MANUFACTURING COMPANY 


1244 Walnut Street, Coshocton, Ohio 
In Canada write MSA, Toronto 


/ 


Edmont 


Edmont jos-rittep GLoves 


Circle No, 16 on reader service card for more Information 





SAFETYMAN’S GC 


events to attend 


























37th Annual Massachusetts Safety 
Conference & Exhibit. Hotel Statler, 
Boston, Mass., March 17-18. Information: 
Bruce Campbell, manager, Massachusetts 
Safety Council, 31 State St., Boston 9. 


5th Annual Western Safety Con- 
gress & Exhibit. Ambassador Hotel 
Los Angeles, Calif., March 17-19. In- 
formation: Joseph M. Kaplan, manager, 
Greater Los Angeles Safety Council, 3388 
W. 8th St., Los Angeles 5, Calif. 


Northeastern Indiana Safety Con- 
ference & Exhibit. Ft. Wayne, Ind., 
March 18-19. Information: Ivan A. Mar- 
tin, manager, Safety Council, Chamber of 
Commerce of Fort Wayne, Fort Wayne 2, 
Ind. 


33rd Annual Western Pennsyl- 
vania Safety Engineering Conference 
& Exhibit. Penn-Sheraton Hotel, Pitts- 
burgh Pa., March 25-27. Information: 
Harry H. Brainerd, executive manager, 
Western Pennsylvania Safety Council, 605 
Park Bldg., Pittsburgh 22, Pa. 


28th Annual Greater New York 
Safety Convention & Exposition. 
Statler Hotel, New York, N. Y., April 
14-18. Information: Greater New York 
Safety Council, 60 E. 42nd St., New York 
a, N.Y. 


Annual Conference, Industrial Ac- 
cident Prevention Association. Queen 
Elizabeth Bldg., Canadian National Ex- 
hibition, Toronto, Ont., Canada, April 21. 
Information: R. G. D. Anderson, general 
manager, I[APA, 90 Harbor St., Toronto 
1, Ont., Canada. 


1958 National Industrial Health 
Conference. Convention Hall, Atlantic 
City, N. J., Apr. 21-26. On the agenda: 
meeting of the American Industrial Hy- 
giene Assoc., American Governmental In- 
dustrial Hygienists, Industrial Medical 
Assoc., American Assoc. of Industrial 
Dentists, and American Assoc. of In- 
dustrial Nurses. For advance registration, 
mail $3.00 to Industrial Health Confer- 
ence Registration, Room 1300, 28 E. 
Jackson Blvd., Chicago 4, III. 


Virginia Safety Assoc. Conference. 
Monticello Hotel, Norfolk, Va. May 1-3. 
Information: W. E. Dansey, Exhibit 
Chairman, Virginia Safety Assoc., P. O. 


Box 1814, Richmond, Va. 


2nd Annual Industrial Mutual Aid 
Conference. Elizabeth, N. J., May 1-2. 
Information: Industrial Security Insti- 
tute, Room 501, 475 Fifth Ave., New 
York 17, N. Y. 
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ASK your distributor 
to show you his com- 
plete line of CESCO 
head and eye pro- 
tective equipment. 
There’s a CESCO dis- 
tributor located in 
most major cities 
coast-to-coast. 





cc - — 


Plastic and Metal Frame 
Glasses These new open-type safety glasses 


give your workers all the features 
they want most...smart styling plus on-the-job utility. 
Long-wearing plastic and metal frame makes them an eco- 
nomical safety equipment choice because lenses can be 
replaced separately. All-in-one plastic section does dou- 
ble duty as lens rim and Comfort Bridge pad. Provides full 
closure at nose section and is unaffected by skin oils and 
cleaning agents 


In 2 Sizes « 46 x 39mm (No. 326) 
48 x 41mm (No. 328) 


Shape of Lens « F-7 in clear and anti-glare safety glass 
and clear Cescolite plastic 


4 Bridge Sizes « 20, 22,24 and 26 mm 








Plastic and Metal Frame Glasses with 
Side Shields 


The No. 336 plastic and 
metal frame glasses offer 
the same outstanding fea- 
tures as the glasses de- 
scribed above plus wire 
mesh side shields. Avail- 
able in 2 sizes: 46x 39mm 
and 48x 41mm. 











Circle No. 17 on reader service card for more information 


OCCUPATIONAL HAZARDS @ MARCH 1958 














| 
USEFUL LITERATUR 







' 
,@ 


¥ 


To obtain any of the literature or free services listed here, 


circle the correct number on the Readers’ Service Card. 


“INFORMATION FOR INDUSTRY” 
is the title of a new booklet written 
especially for safety directors and pub- 
lished by E. I. du Pont de Nemours & 
Co. Nine new products and services of 
special interest to those in the safety 
movement are reviewed. Among the sub- 
jects are dry acid cleaners, fire-retardant 
treatment, and wood protection. 
Circle No, 12 on reader service card 


YOUR STATIC problems are answered 
in “One Little Spark,” a booklet issued 
by Walter G. Legge Co. It supplies 
authoritative data based on Legge’s long 
experience in the development of anti 
static devices for people, equipment, and 
machinery. 
Circle No, 68 on reader service card 


DANGEROUS explosions can be pre- 
vented through the use of the Vent-A 
Drum automatic safety valve, says litera 
ture issued by Central Safety Equipment. 
Safe storage of flammable liquids is as 
sured because the valve allows air to 
enter or escape the container. 
Circle No, 77 on reader service card 


AN ATTRACTIVE, slip-resistant finish 
is provided by Cosmolite anti-slip wax, a 
product of Huntington 
Literature includes price and perform 
ance data and tells how Cosmolite puts 
“safety in the shine.” 


Laboratories. 


Circle No. 44 on reader service card 


IF YOU HAVE. employees whose duties 
take them above floor levels, you'll be 
interested in the new bulletin about Rol 
Away Truck Mfg. Company’s new high 
access maintenance truck. The truck is 
equipped with safety rails, rolls easily 
locks securely. 


Circle No. 59 on reader service card 


FIRE safety and good housekeeping go 
hand-in-hand with use of high-vacuum 
hand pumps, according to a Tokheim 
Corp. bulletin. One new pump delivers 
20 gallons per 100 back-and-forth strokes 
It pumps oil and many other liquids, a 
complete list of which is in the Tokheim 
bulletin. 
Circle No, 57 on reader service card 


20 


FIXED 
the use of demand respirators, Scott Avia 
tion Corp. literature tells us. The bulle 
tin furnishes technical details on demand 
respirator parts and how they work 


air supply is assured through 


Circle No, 9 on reader service card 


RUBBERLINK and_ safety-tread mats 
and their multiple uses are catalogued 
in literature prepared by Durable Mat 
Co. The mats are manufactured in any 
size, according to individual customer 
requirements. Stock sizes also, are avail 
able. 


Circle No. 86 on reader service card 


SAFETY HOOK data sheets are of 
fered by E. D. Bullard Co. Bullard safety 
hooks are equipped with automatic locks 
and easily-operated release buttons. The 
safety devices are custom-made to in 
dividual operating requirements. 

Circle No. 200 on reader service card 


ACID-RESISTANT orlon coveralls ars 
among the products highlighted in the 
new Worklon catalog. The entire line is 
reviewed, and resistance qualities of the 
various fabrics to chemicals is include: 


Data are based on extensive laboratory 
testing. 
Circle No. 201 on reader service card 


LIQUID-PROOF industrial gloves, 
manufactured by Pioneer Rubber Co. 
are featured in the company’s new cata 
log. Performance charts of various types 
of gloves used for handling oils, acids, 
caustics, and solvents simplify selection. 
Safety and economy are also cited. 


Circle No, 48 on reader service card 


RADIO WAVES insure your machine 
operators’ welfare by keeping a machine 
from operating while a worker is in the 
danger zone. This control mechanism, 
manufactured by Security Controls, Inc., 
is discussed in detail in company liter 
ature. Diagrams are included. 
Circle No, 202 on reader service card 


WET BLAST cleaning is described as 
the answer to a thousand processing and 
maintenance problems by Pangborn Corp. 
officials, who offer a four-page booklet on 





the subject. The product: Hydro-Finish, 
a wet blast cleaning cabinet, made in 
several different sizes, Plants using dies 
or molds; those processing metals, alloys, 
leathers, glass, or plastic; and industries 
with finishing or surfacing problems will 
he especially interested in this booklet 


Circle No, 203 on reader service card 


GOGGLES, glasses, lenses, welding hel 
mets, hand and face shields, and respi- 
rators are among the products covered in 
Sellstrom Mfg. Company’s new 28-page 
Catalog No. 35 on face and eye protec- 
tion equipment, 


Circle No. 204 on reader service card 


A NEW CABLE hreproofing tape de- 
scribed in a brochure of Johns-Manville 
Corp. stays strong in fire, water, acids, 
and alkalies. The product, designed to 
protect cables in circuits with fast-acting 
breakers, can, also be used generally as a 
fireproofing material. It is made of as- 
bestos impregnated with silicone. 
Circle No. 205 on reader service card 


COATED GLASS CLOTH, known as 
Greenwear, is the latest addition to the 
Wheeler Protective Apparel, Inc., line 
This acid and alkali-resistant material is 
used in aprons, coats, overalls, leggings, 
hoods, coveralls, spats, sleeves, and cur- 
tains, Complete details are contained in 
company literature. 
Circle No, 206 on reader service card 


HALF-TRAK 


soles produc ed by Bearfoot Sole Co. are 


neoprene, air-cushion 


highlighted in company literature. This 
oil, tar, and chemical-resistant sole is 
both safe and comfortable. 

Circle No, 207 on reader service card 


LINEMEN’S gloves and mittens com- 
bine flexibility, comfort, and safety, ac- 
cording to the manufacturer, White Rub- 
ber Co. Details on the line and answers 
to your glove questions can be obtained 
in company bulletins. 


Circle No. 208 on reader service card 


CATALYTIC oxidation systems are de- 
scribed in an eight-page bulletin avail 
able from Oxy-Catalyst, Inc. These sys- 
tems handle industrial air pollution con- 
trol and heat recovery. Specific applica 
tions for the product are cited in the 
bulletin. 


Circle No. 209 on reader service card 


ALUMINUM ladders are reviewed in 
Louisville Ladder Company’s Catalog No. 
57. Stages, scaffolds, and extension trestles 
are also described and illustrated. Con- 
struction features are diagrammed, and 
complete specifications are included. 
Circle No. 210 on reader service card 
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AT WORK OR /N EMERGENCIES: 














Do your employees 
shy away from taking 
salt tablets? 


switch to Morton Yellow Salt Tablets 
for fast relief without feeling ill! 


You and your employees will like Morton Yellow Impregnated 
Salt Tablets. These are non-sickening salt tablets, made by 
a special patented process that uniformly coats the indi- 
vidual salt crystals to control the dissolving rate of the 
tablet. This controlled dissolving rate means that essential 
body salt lost through perspiration begins to be replaced, 
immediately but at a gradual, non-nauseating rate. 

When there's danger of Heat Fatigue, workers feel better, 
work better and more safely, when they take Morton Yellow 
Impregnated Salt Tablets. Remember, they do not cause 


stomach upset. 





Complies with Federal Specifications SS-S 31f for Type 
111, Class C Impregnated Salt Tablets. U.S. Patent No. 
2,665,236. Patented 1954 (Canada) No. 501,316. 

Morton Yellow Impregnated Salt Tablets come in a 
handy Disposable Dispenser. A plastic dispenser and a 
golden heavy duty aluminum dispenser also are available, 
as are plain salt tablets. 





eee eee eee eee eee eee COREE EHOHE EHH ESSE 


Pa 
x 


.—— >> Mail coupon today for more information! 














Name wiiiaicameimaas 

Re ie 

Company Soe 

Address__ — aden 
Se | es 





MORTON SALT 
COMPANY 


INDUSTRIAL DIVISION 
Dept. OH-3-58, 120 So. LaSalle Street, 





Chicago 3, Illinois 
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Why fire hose jacketed with 
Du Pont “DACRON”’ outperforms— 


REG. U. S. PAT. OFF. 


outlasts ordinary hose 


ow hose manufacturers make an 
N easy-handling fire hose that’s ideal 
for both firefighting and operational 
use around the plant. This hose jack- 
eted with 100°, ‘‘Dacron’’ offers un- 
usual versatility because of the ‘‘just- 
right’’ balance of properties found in 
Du Pont “‘Dacron’’. 

First, it’s stronger, (hose made of 
“‘Dacron’’ has more than 200 pounds 
greater test strength than most con- 
ventional single-jacket hose) and yet 
it’s about 25°; lighter. It is easier to 
handle, and much more flexible than 
previous types—gets into action fast 
in any emergency. 

Hose jacketed with “‘Dacron’”’ is eco 
nomical to use for maintenance jobs 
because of its high abrasion resistance. 
It stands up under day-after-day ex- 
posure to most chemicals, too. Hose 
jacketed with ‘“‘Dacron”’ has good re- 
sistance to acids, salt water, alcohols, 


oils, hydrocarbonsand detergents. And 





A LEADING PAPER PRODUCER finds hose jacketed with 100% Du Pont “Dacron’’* polyester fiber ideal this new type of hose can’t be weakened 
for its operations: Chemical-resistant ‘“‘Dacron’”’ is unaffected by the caustic substances that are con by mildew ... remains dependable 
stantly on the ground in the area. And because “‘Dacron”’ will not rot or weaken from mildew. hose year after vear. 
can be washed and dried on the racks vesn't need frequent testing i great saving in man hour 
Daer Du Pont 
“a au : - P 
PROVED: Tests show how “‘DACRON” gives improved performance... Du Pont makes “Dacron” fiber . . . does not 


manufacture hose. However, we'll gladly send 
you names of manufacturers of hose jacketed 


with 100 “Dacron”, 





—— FREE BOOKLET: Outlines properties of 
SOIL- BURIAL TEST. TABER ABRASION TEST. CHEMICAL- RESISTANCE TEST. hose made with “‘Dacron’’. For your copy, 
The two samples shown were buried In this test, hose specimens were con Here's what happened when three write: E. I. du Pont de Nemours & Co. 
moist, warm soil for 28 days. When re pared for resistance to abrasion. Each mmon types of industrial fire hose Inc.), 5518-C Nemours Building, Wil- 
moved, the conventional hose specimer test was stopped at the point where the were immersed in a 1 sOlut i mington 98, Delaware. 
right) showed signs of damage by hose had theoretically reached its sulfuric acid for 24 hour 
bacterial and mold lor ies. The speci ax rv lif A “cycle” reg A) 21%" hose, single jacket 
men with jacket of 10( Dacr resent nplete revolution of the Dacr a n apparent dar age 
left) did not support the growth of abrading wheel B) 1 ’ hose nventional jacket 
microorganisms and was merely soiled ed ventional dom aged 
t 4,150 cycles C) 2%” hose. “Dacr ; 
B ket hose of venti nal ber, no damage to ‘‘Dacr 
DACRON 2,500 cycles REG Us Pat.OFF 
' le-dacket , i — 
hose 1,830 cycles 


FIRE HOSE MADE WITH “DACRON'"— easier to handle...abrasion-resistant... 


not weakened by rot and mildew... costs less in the long run 
Circle No. 19 on reader service card for more Information 
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How cleanliness prevents DERMATITIS 


Cleanliness removes the cause of dermatitis — prevents prolonged contact with 
chemicals, oils, abrasive dust and other skin hazards 
9 


The preventive cure 


Prompt efficient cleansing in combination with safety aids that prevent contact. This 
simple concept is the basis for the highly successful West Program of 
Dermatitis Prevention and Control. 


How does it work? 


Uidl 


. insure safe, effective cleansing. Antiseptic protective creams help protect 


No contributing source of dermatitis is overlooked. Specially formulated hand cleaners 
exposed skin areas. “Vinylite” aprons and armguards prevent clothing contamination. 
Other specialties protect against bacterial infections. 


The West Program of Dermatitis Prevention and Control is an inexpensive way 
‘ to eliminate the needless penalties and costs of dermatitis. Why not discuss 


it with one of our specialists? His recommendations will be tailored to your needs. 
Just send the coupon. Or call your local West Office 

















Preventive Maint tective WEST CHEMICAL PRODUCTS INC., 42-16 West Street Long Island City 1, N. Y. 
Branches in principal cities * in Canada: 5621-23 Casgrain Ave., Montreal 
LK v L W L A Please send your 24 page booklet, ‘“‘The Contr f Dermatitis in Industry.” | 
te 
WE ST CHEMICAL Please have a West Representative telephone for an appointment 
PRODUCTS INC. Ny 
| Name - " = _ —— al 
| Position oe. 
Mail th upor h your t + 4 
WEST DISINFECTING DIVISION | ail this coupon with your letterhead to Dep 


Circle No, 20 on reader service card for more Information 
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HY-TEST SAFEty SHOES Division—iINTERNATIONAL SHOE COMPANY 


1509 Washington Ave., St. Louis 3, Mo.—Teletype: SL300 


927 N. 3rd St., Philadelphia 23, Pa.—Teletype: PH476 


HY-TEST 








Circle No. 21 on reader service card for more information 





Today, when people think of Safety Shoes, most think of 
HY-TEST. That’s because 25 Years of Progress has 
established HY-TEST as the largest selling in the world. 
And it is the leader because this Progress has brought 
forth such exclusives as the patented Anchor Flange Steel 
Box Toe, Bol Tan Sweat-Resistant Leather Insoles and 
Durisco Mildew-Proof Linings plus many other Standards 
of Quality. i 


Buy HY-TEST and Get the Best! | 
Have you received the new '58 HY-TEST 


Catalog? If not, write or wire St. Louis 


or Philadelphia. We'll forward one promptly. 


First Choice in 


SAFEty SHOES 
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now... 


a full line 







Stock No. 1642 
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CONTOUR-MEASURED to fit within 
1/100th-inch, at 19 points instead of the 


conventional 4 








A new science of shoe-fitting, Stock No. 1643 
developed from 24 years of 

research at one of the nation’s great 
universities. No pads, buttons, arch-supports 
or comfort-gimmicks—they rely on perfected 
internal contours to fit where averaged measure- 
ments do not. Designed expressly for the 
hard-to-fit. But almost every man who tries Stock No. 1679 
them on will find them more comfortable. 


Stock No. 1328 


Circle No, 22 on reader service card for more information 
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Can You Use a Plant Fire Truck? 


Hundreds of plants already have their own fire brigades. They 
have learned that the first few minutes of a fire are the most im- 
portant when it comes to putting them out, 


Size of plant doesn’t necessarily indicate whether there should be 
a fire brigade. Type of plant, materials manufactured, other haz- 
ards, are the determining factors. 


More and more plants are moving to the suburbs. They have to 
have their own brigades; village fire departments usually are 
inadequate and undermanned. 


Fire trucks, pumps, portable fire-fighting devices of all kinds are 
appearing in rapidly increasing numbers in plants all over America. 
That’s the reason for this article, and for the article that begins 
on page 36. 





EVEN A fairly small plant can have 
its own fire truck these days. You 
can buy almost anything in the way 
of motorized fire protection equip- 
ment, from an_ electric-powered 
midget that rolls easily down nar- 


OCCUPATIONAL HAZARDS @® MARCH 


row inside aisles to a big truck- 
and-trailer outfit that’s built and 
equipped especially to fit your 
needs. 

Some ¢ ompanies- Republic Steel, 


Sparrow Point, Maryland, is a nota- 


1958 


ble example—have gone so far as 
to equip themselves, not only to fight 
fires inside their own plants, but to 
furnish fire protection for the com- 
munities where they’re located. 

These are the industrial giants, of 
course; most factories, if they do 
need trucks of their own, need little 
more than the small in-plant vehi- 
cles that have grown so popular 
during the last few years. 

Prices on fire trucks can’t be 
quoted. On many trucks, not even 
standard specifications can be fur- 
nished. One of the larger manufac- 
turers told us why: “The problems 
presented by industrial corporations 
vary, and a fire truck must be built 
entirely around the hazard which is 
presented.” 


Examples: A chemical plant 
needs not only a different kind of 
truck from the kind needed for a 
plant that makes electrical gadgets, 


continued on next page 
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Six Types of 
Plant Emergency Trucks 


Ward LaFrance Truck Corp. photo 


THREE TYPES of fire trucks help battle fires at the Baltimore, Maryland, 


refinery of Esso Standard Oil Company. Each has its special uses, 


International Harvester photo 
EMERGENCY truck carries 
disaster aids as well as fire- 
fighting equipment. 


General Fire Extinguisher Corp. photo 
IN-PLANT truck runs easily through plant 


aisles, is equipped with fire-fighting de- 
vices according to individual need. 





BW’. S. Darley & Co. photo 


JEEP-TYPE truck hauls stretchers. fire extinguishers, water, and (on a 
towed trailer) plenty of hose and foam-making materials. 

















28 


PLANT FIRE TRUCKS 


continued from page 27 





but needs totally different equip- 
ment on its truck. If the plant 
sprawls over 5,000 acres, as some 
explosives manufacturers do, it 
needs a lot more motorized equip- 
ment than the plant that has just as 
much production, but that covers 
only two square blocks and towers 
upward 15 stories. 

The Charleston. South Carolina. 
refinery of Esso Standard Oil Com- 
pany has trucks that were built from 
the ground up on custom chassis. 
To meet the special requirements at 
the refinery. the trucks carry 750 
gallons of liquid mechanical foam. 
their own water supply, dry powder 
extinguishers. and a variety of first 
aid fire extinguishers. 

Esso uses a “slave” truck. too. 
The “slave” follows the regular 
pumpers, and carries an extra large 
volume of foam compound. Each 
“slave’—Esso keeps a truck like it 
at each of its refineries. as well as 
at Charleston—is built to order: it 
has equipment (such as manifold 
discharge gates and inlets) not 
found on most fire-fighting trucks. 
not even on those used by city de- 
partments. 

Cramet. Inc.. Chattanooga. Ten- 
nessee, has a different problem. It 
operates a titanium plant. So Cramet 
called for a combination fire truck- 
rescue vehicle. The result: a truck 
that carries hose and necessarv fire 
extinguishing equipment, that acts 
as a pumper. and that takes two 
stretchers under cover—stretchers 
loaded, if necessary. with disaster 
victims. 


Classes: It’s hard to break down 
the kinds of fire trucks into general 
classes because so many _ trucks 
serve half a dozen purposes. Models 
that aren’t custom-made will work 
as pumpers, hose carts, foam wag- 
ons, ambulances, and ladder trucks. 
in many cases; some combine the 
jobs of water wagons with those of 
pumpers; others can be converted 
readily from fire to rescue service. 

The breakdown we're suggesting 
here, therefore, isn’t official—it’s 
only convenient. It may help you in 
your study of what kind of fire 
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apparatus is best for your plant; 
you'll have to talk to truck manu- 
facturers and consider how much 
public fire-fighting aid you have, 
hefore you can do much more than 
euess about your needs. 


In-plant: Phese are the midgets. 
One of these is powered by a stor- 
age battery; it will carry a driver 
(who stands up), a rider (who sits 
down), and two or three men more 
(they ride on the rear step). In 
addition, the truck hauls fire equip- 
ment, varied to suit plant require- 
ments, up to a weight of a ton. It 
will handle well in aisles little over 
5 feet wide, and will turn in a radius 
of about 71 inches. 

Then there’s the scooter-truck. 
which is based on the conventional 
gasoline-powered scooter. It’s small 
enough to maneuver inside almost 
any plant; it’s inexpensive, com- 
pared to bigger vehicles; a single 
man can handle it and its equip- 
ment. It can be made to carry hose. 
fire extinguishers, axes and other 
small tools. Think of a scooter with 
a side car, or of a scooter with a 
small box body, and you'll have a 
fair idea of the size of one of these 
tiny fire-fighters. 

High-pressure fog trucks are on 
the market that will take their sup- 
ply directly from city water mains. 
These trucks come in a number of 
sizes and styles. At least two models 
are designed especially for work in- 
side factories; they have short wheel 
bases and are narrow enough to 
travel through any normally wide 
aisle. One type isn’t a truck, but a 
cart; it has all the equipment of a 
high-pressure in-plant tiuck, but has 
to be towed by a fork truck or 
tractor. Even awkward equipment 
like ladders can be mounted on the 
small high-pressure vehicles, either 
on brackets at the top or on hooks 
at the side. 


Tankers & pumpers: You can 
buy any number of tankers and 
pumpers. A lot of manufacturers 
prefer to make them strictly to 
order; but others have at least a 
few standard models planned to 
carry a standard set of equipment. 

Size of these trucks varies from 
rather small Jeep-mounted units to 
big jobs that would do credit to 
New York City or Los Angeles fire 


departments. The National Fire 


continued on page 82 
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Versatile | (MERICAN| VAC-KING 
cuts cost of 


FACTORY CLEANING 


You can quickly detach the head of any 
American Vac-King with external filter to 
power four different types of 

dust removing tools. 








* 


> 
(ee f 























External filter model. Start with the 9 or 12 
gallon Vac-King with external bag for dry 
pick-up. Use as a furnace cleaner, as shown at 

ft. Also, clean floors, ducts, ceilings, radi- 

ors, stock rooms, many other factory jobs. 
Ie 
be Portable blower. Remove head, add nozzle, 
use as blower. Powerful and efficient for all-pur- 
pose cleaning of work benches, machinery . 


& 

> Portable shoulder vac. Use as portable 
shoulder vac by adding proper attachments. Go 
anywhere in the plant to keep machines, equip- 
ment, stock shelves, etc., free of damaging dust. 


a Wet or dry pick-up. Vac head and dolly 
fit any 55-gallon drum for speedy wet or dry 
pick-up cleaning. Rugged 1 or 1% hp motor. 









e - Cyig 4 % z Yd . os ae ie bitte: . _ 
é A Re ~ 
Sold through sanitary supply dealers. MERICAN Performance Proved 
For buying facts write rLook macwine co. | Maintenance Machines 
bt Latta cents World-Wide Sales 
© division of American-Lincoin Corporation and Service 





562 So. St. Clair St. © Toledo 3, Ohio 
Circle No. 23 on reader service card for more information 
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IN FIRE EMERGENCIES TRAI “4 ED 





The finest fire extinguishing equipment won't help if 














your people aren’t trained to use it. That's why training— 
in your own plant and at the Ansul Fire School in 
Marinette, Wisconsin—is such an important ingredient 
of the unique fire protection service Ansul offers. 

Fast, effective fire extinguishing equipment—plus the 
trained personnel to man it. You get both from Ansul. 
Write us. We'll be pleased to tell you more about 
the complete fire protection program you get 


with the purchase of Ansul equipment. 


ANSU L CHEMICAL COMPANY / MARINETTE, WISCONSIN 


Circle No. 24 on reader service card for more information 
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FIGURE 1. Results of tests made of ear muffs, ear plugs, and muffs and plugs combined 
show how much these devices cut down the amount of sound heard by workers. Variations in 
the reduction take place as sound frequencies change. The tests were made at Wright-Patter- 
son Air Force Base, near Dayton, Ohio. 
EVER WATCH a small boy light a a man from hearing a sound al- questions; others didn’t. Some had 
firecracker fuse, run back a few together, or (b) cut down the several excellent qualities; others 
steps, stick his fingers in his ears, amount of sound he heard? had equally good qualities of dif- 
and wait for the explosion? 2. Was the device comfortable? ferent kinds. The main point the 

You can’t use that principle in Numerous plugs were called “very tests brought out was this: no one 
the plant. Workers are too busy to good,” reported Major Elizabeth plug is the “best” plug for every 
stick their fingers in their ears. Guild of the Wright-Patterson Aero worker under all conditions. 

Ear plugs and ear muffs do the Medical Laboratory, when she told On that basis, it’s reasonable to 
work much better. How well they about the tests at the West Coast say that an industrial plant ought to 
do it is shown in Figure 1, which Noise Conference in Pasadena last carry several types of ear plugs in 
charts an actual test run at Wright- December. That is, the plugs did stock, to make sure it can offer 
Patterson Air Force Base to find well in shutting out excessive sound. comfortable protection, 
out whether or not plugs and muffs Where the difference lay among 
really do help protect the ears these “very good” plugs was in Muffs: The need for variety ex- 
against loud sounds. wearability. Wright-Patterson ex- tends to ear muffs. Some people 

perimenters wanted to know: Could those who have infections in the 

Variety: The Wright-Patterson people insert them and remove outer ear canal, for example—can’t 
tests were carried out according to them without trouble? Were enough wear plugs. Others may be exposed 
methods outlined by the American sizes available to fit many different to so much noise that they need 
Standards Association. The tests took people? Could the plugs be cleaned plugs-plus: plugs with added pro- 
in every known kind of ear plug and easily? Would they stand up under tection. 
ear muff. Two questions were constant use? For both these groups, modern 
asked: Some plugs, under test, produced ear muffs are the answer. The muffs 

1. Did the plug or muff (a) keep the right answers to most of the continued on page 86 
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On January 14, E. S. Miller of the 
Indiana Industrial Board told an 
OCCUPATIONAL Hazarps editor: 
“Only three claims for hearing loss 
have been filed in our state, and 
none has been settled, Every time 
they've been put on the docket for 
a hearing, both sides have asked fo1 
a postponement.” 

Nobody is sure just how hearing 
loss should be treated under In 
diana law. (Is it an injury or a 
disease, when it’s possibly due to 
long exposure to industrial noise? ) 
So the claims have been filed unde 
both the workmen’s compensatio: 
act and the occupational disease act. 

“As far as I know,” Dr. Louis W. 
Spolyar told our editor. “hearing 
loss hasn’t become important as an 
industrial problem in Indiana.” Dr. 
Spolyar is director of the Bureau 
of Preventive Medicine, Indiana 
Board of Health, and is boss of the 
state industrial hygiene program. 

Yet the Indiana Chamber of Com 


32 


Why All the Fuss 


About 


Industrial Noise ? 


merce keeps its members alive to 
the dangers of industrial noise. And 
the giant Delco-Remy Division of 
General Motors has been spending 
a fortune to cut down noise within 
its Anderson, Indiana, plants, and 
to protect its workers’ hearing. 


Other experience: The Indi- 
ana experience is quite typical. In 
most states. noise is more a word 
than a recognized problem. Wis- 
consin has paid more than $400,000 
in compensation claims for indus 
trial hearing loss; and still more 
claims are pending. New York, too, 
has been hit hard by such claims. 
In California, some telephone op- 
erators have made history by claim- 
ing compensation because of hear- 
ing loss brought on, they said, by 
continuous use of headphones dur- 
ing working hours. In Minnesota, a 
few hearing loss claims were settled 
(by compromise) quickly and 
quietly, to avoid making a_ public 


pattern for others to follow. But on 
the whole, Indiana still is average. 

To ignore the warning pointed 
out by the four non-average states, 
however. is foolish. New y ork, Cali- 
fornia, Minnesota, and Wisconsin 
may not be typical today; but they 
may well be typical tomorrow. The 
fact that three hearing loss claims 
have been filed at all in Indiana 
is in itself important. For compen- 
sation claims have a habit of gather- 
ing a lot of company as they move 
through the filing, 
and settling processes, 

In July 1957, OccupaTIONAL 
Hazarps published a chart show- 
ing how much hearing loss claims 


hearing, suing, 


could cost in each state and terri- 
tory. Already, because of revisions 
in compensation acts during the lat- 
ter part of the year, that chart is out 
of date. In Indiana, for example, 
the maximum payable for loss of 
hearing in both ears now is $7,200 


continued on page 65 
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two great advancements for a more accurate 


Industrial Hearing Check Program 


ee = BURGESS-MANNING 


Sound Room 


A Now you can obtain accurate, reliable hearing tests 









7 4 


that are not affected by extraneous 
background noises. This quiet test room, efficiently 
ventilated, can be located in any room or part 
of a factory. Is completely demountable 
} 


lor easy relocation 






































as its companion... 


Maco presents the Rudmose “4 





YOU CAN RELY ON 


Automatic Audiometer  Maieo 


Eliminates Need For Trained Supervisor For Your Industrial Needs 





In Hearing Conservation 
Completely automatic, the subject controls his own hearing test 


while listening to various tones. Needs no supervision after test oe var oe ei 
° ay : i ss : ment ana the medical pro- 
is started, thereby eliminating need for trained audiologist or feasion rely on Maico for 
extra personnel. Eliminates errors due to operator fatigue, espe- precision hearing test equip- 
cially late in day. No chance to falsify test by subject. Complete ment. Maico has built more 

. . recision hearing test instru- 
test takes six minutes. nti 


ments than all other firms 
combined. If it is a Maico 








for complete details write... instrument, you can have 
® ns confidence! 
CUCO 21 North Third Street, Minneapolis, Minnesota 
Room 66A 











Circle No. 25 on reader service card for more information 
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The by-line 


HOUSEKEEPING 


‘ FOR INDUSTRY 





means that almost any Chrysler 


supervisor could have written this 


| Make an Inspection Tour 





Training first... 


. then inspection. 








By A CHRYSLER SUPERVISOR 


I work at Chrysler’s Nine Mile 
plant in Detroit. When I got word 
| was wanted in the safety director’s 
office, I was pretty sure what was in 
the wind. I was about due to take 
my turn on the good housekeeping 
inspection committee. Under the 
Nine Mile set-up, five supervisors, a 
zone captain, and the safety engi- 
neer take a couple of the division’s 
departments by surprise from time 
to time. A department never knows 
when an inspection is to be made. 

I’ve been on the job long enough 
to know inspections are a good 
policy. The boys looked in on oul 
department a couple of weeks ago. 
and we didn’t do too badly. Scored 
8l. “A borderline good,” the safety 
director called it. 

No doubt about it, inspections are 
worth-while. The guys in the de- 
partment paid more attention to the 
looks of the place afterwards; and 
for that matter, so did I. With this 
outfit, you have to. 


The score... 


Well, I was right. I attended the 
training session on inspection along 
with four others. Then we made 
the inspection. We just finished 
the job. There’s a lot more to this 
than meets the eye. This check list 
they gave me is five pages long. 


Here’s an item on it that I'll have 
to give a demerit for: “Stacking ma- 
terial in unsafe manner.” Some 
dollies were too high for comfort: 
it wouldn't take much of a jar to 
cause trouble. 

An aisle was partially blocked 
Some scrap hung over the side of 
a container. A skid box looked a 
little the worse for wear: it should 
be replaced. It’s all down on the 
check list. 

Let’s take a look at the rest of the 
list. and see some of the other things 
I should check. Tools and parts 
on the floor, machinery in need of 
repair, dirty machinery, excessive 
oil dripping—no trouble there. 

Some comedian hung his sweat- 
shirt on a two-wheel truck near his 
machine. How lazy can vou get? 

\ metal floor plate was warped. 
ll recommend a replacement. 

Let’s see how they stacked up on 
fire and rescue equipment. What’s 
on the list? Oh, yeah, high-voltage 
box, fire extinguisher. fire hose reel. 
fire blanket. They’re all in good 
shape and easy to reach. Stretcher 

oh, man. one stretcher case was 
blocked so that it would take an ex- 
plosion to get it out in less than five 
minutes! 

Now. how about these other two 
sections on the check list: defective 


continued on page 55 
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to simplify your industrial hearing test program... 
check employee hearing faster, more accurately 


with the 


Belloné 


PORTABLE AUDIOMETER 





Model 9-A, $295. The most widely used audiometer for indus- 
trial hearing conservation programs. Model 9-A is equipped 
with individually equalized double air receivers, instruction 
manual, pad of audiogram cards, plastic dust cover. 





Hearing Conservation Programs play 1. Accuracy —exclusive one tube electronic circuit and 
an increasingly vital role in industrial safety single induction coil assure greater accuracy through 
plans. To insure against future excessive trouble free circuits. 
compensation claims, pre-employment 
hearing tests by scientific audiometric 2. Ease of Operation —large easy-to-read dials allow oper- 
methods are a necessity. tor to prepare audiograms quickly, simply, with mini- 
Experts agree that the Beltone Portable mum amount of effort. 
Audiometer gives industry outstanding ; ’ 
advantages for testing. Leading companies . Weight—only 11 pounds—far less than most. previous 
have turned to the Beltone Portable audiometers. 
Audiometer because it gives them these } wn 
unsurpassed features: 4. Low Cost—no other audiometer costs so surprisingly 
little to buy, service, and maintain. 


wo 


Mail coupon today for fully illustrated FREE 
brochure, entirely without obligation. Dis- 


Mode! 10-A, identical to cover how the portable Beltone Audiometer Send for 

Model 9-A, except that it is d t f FREE brochure 
equipped with calibrated are — ee ee 

masking tone and bone con- rate measurement of hearing. that reveals 
duction receiver. Model 10-A, all the facts 


$350. 


Bellone 


SOHSSHSHHSHSHHSHHHHSSSHHHH HOSES SE SEES ESESEEE 





Audiometer Division 
Beltone Hearing Aid Co., Dept. 9-139 
2900 West 36th St., Chicago 32, Illinois 





Rush me, free of charge, full information on the Beltone Portable 
Audiometer. 











Nome_ . — sat 
AUDIOMETERS Address 
made by the Beltone Hearing Aid Company 
WORLD’S LARGEST EXCLUSIVE MANUFACTURERS OF City _— Zone____ State____ 
AUDIOMETERS AND TRANSISTOR HEARING AIDS — 
Position___ 


2900 West 36th Street, Chicago 32, Illinois 


Seeeeeeeeeeeeeeeeeeeeeeeeeeeere 


PTT TIT I eee 


SSSHSSSSSESSSSSSHSSSSSSHSHHSSSSSSESESESFE SESE SESE SESE SESE ESE SEE 


Circle No. 26 on reader service card for more information 
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They'll help cut your insurance premiums, 


and they'll help reduce 


Modern Fire Pumps 











































THEW SHOVEL Company, Lorain, 
Ohio, manufacturer of heavy con- 
struction equipment, has a $20,000 
pump house, 

Ford Motor Company held up 
construction of its giant assembly 
plant at Mahwah, New Jersey, until 
sure of having plenty of water for 
fire-fighting. That called for heavy 
investment in several kinds of 
pumps. 
American Airlines, for its new 
$4-million maintenance hangar in 
Los Angeles, bought three big fire 
pumps, despite the fact that huge 
volumes of water reach the building 
from 16” city mains. 

Why have these three companies 
put so much money into pumps? 


Thew: Thew Shovel Company is 
afraid Lorain city water supplies, 
taken at normal pressures, may not 
be enough for fighting a big-time 
fire. So its pump house has a three- 
way setup: 


1. A 


jockey pump that starts 





A MINUTE’S time and 28 gallons of 
water were required to extinguish 
this roaring fire at the American 
Cyanamid Company plant, Azusa, 
California. Two 34” hose lines fed by 
a single high-pressure pump did the 
job. 

High Fog Pump Co. photo 


automatically if water pressure 
drops below 125 psi. 
2. An 


over 


that takes 
automatically) if the 
jockey can’t hold pressure at 125 


electric pump 


(also 


psi. 

3. A 
manual controls, that’s used only 
if the fails. The 


diesel is operated every day, just to 


diesel pump, started with 


electric pump 
make sure it will work in case of 


need. 


Ford: The Mahwah plant is in a 
rural district. It takes its chief 
water supply from township mains. 
at 40 to 55 psi. Two 250,000-gallon 
tanks store water for emergencies. 

A 15-hp jockey holds pressure 
in the Ford sprinkler system at 125 
psi. If a fire makes the pressure 
drop below that level (as it does 
when sprinklers open), a second 
pump goes into action. 

The second pump supplies water 
at 1,500 gpm. If it fails, or if it 
can’t keep pressure up to the 125 psi 
level, a third pump starts automati- 
cally to supply 2,500 gpm. 

The Ford problem obviously is 
different from that of Thew: Ford 
has a much larger plant, and its 
rural location sets it off from really 
adequate public water supplies. 
The 


American Airlines: new 














your fire losses: in fact... 


\(merican Airlines maintenance 
hangar is almost a factory. It taps 
Los Angeles 16” city mains. Its fire 
protection problem differs from that 
of either Ford or Thew. 
If water pressure drops 5 pounds. 
1400.000-gallon water 
supply cuts in instantly, Water is 
held at 125 psi by two 150-hp elec- 


tric pumps, 


an emergency 


\ third pump of equal 
size is operated by either electricity 
or a gasoline engine. 

Los Angeles city 
water at 90 psi. 


mains Carry 
If pressure drops 
to 85 psi, the first pump starts. If 
it drops to 80 psi, the second pump 
starts. The third pump operates 
only if pressure drops below 75 psi, 
or if electric power goes off at the 
same time a pressure drop occurs. 

The hangar will hold 10 DC-7’s 
or 10 jet airliners at a time. There's 
a lot of oil. grease, and high-octane 
fuel around. The hangar has a big 
stock of special tools and aircraft 
parts, has an electrical shop, a bat- 
tery shop, a wheel build-up room, 
and a spark plug overhaul shop. And 
it houses vital records of the Ameri- 
can Airlines fleet. Fire protection 

which means plenty of water un- 
der plenty of pressure 


brushed off. 


can't be 


Your need: You may need, at 


your plant, something different 
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~ May Help Save Your Plant 


from any of these three fire pun 
But for full protectior 


against fire. you probably do need 


st tups. 


some kind of equipment that will 
boost water pressure or pull extra 
water out of wells. tanks. or streams 

In Rockford, Illinois, a furniture 
plant and several nearby small man- 
ufacturing firms went up in flames 
simply because they had made no 
provision for getting enough water. 
\ single city hydrant was drained 
dry in minutes by the pumpers 
called to the blaze: out on the edge 
of town. no other hydrant withi: 
many blocks tapped a different 
main. 

An Ohio feed mill our 


visited stood five miles from the 


editors 


nearest town. took its small water 
supply from a well, and had no pro- 
vision for boosting pressure if any 
fire took place. Even a small blaze 
could have wiped out the entire 
plant. 

These are not, unfortunately, un- 
usual situations. Yet they can be 
cured, in most cases, fairly easily. 
without too heavy expensé 


Pumps: You don’t have to have 
100,000-gallon water storage tanks 
\ lot of plants can use water right 
out of rivers, ponds, even creeks or 
wells. Celotex Corporation, Avery, 
Ohio, is an example; it draws water 
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from a stream three miles away and 
from a storage lake, despite the 
plant’s small size—Celotex employs 


nly 90 people at Avery as a rule. 


Pumps come in six standard sizes 
500. 750. 1000, 1500, 2000, and 
2500 gpm), for pressures of 100 
psi or more. Pumps designed for 
10 to 100 psi are called either low- 
booster 


pressure fire pumps or 


pumps. All these sizes may be hori- 
zontal, single. or multi-stage types. 
or vertical shaft turbine types. 
Some pumps can be hauled to the 
water source on trucks; some may 
be mounted only on fire trucks: 
some are planned solely for pump 
house use. Nearly all pumps may 
be powered with electricity, gaso- 
line. or diesel fuel: but in general. 
the power must be supplied sepa- 
rately—most don’t 


pumps come 


ready - equipped with 


motors. 


engines oO! 


\ few pumps are built for very 
high 600 to 800 psi. 
These have low volume capacities: 
20 to 60 gpm. Pumps of this type 
normally are installed on fire trucks. 


pressures: 


Small high-pressure pumps of some 
kinds can be mounted on in-plant 
trucks, as long as the transmissions 
of the trucks allow for power take- 


off. 
continued on page 78 
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PLANT RATING FORM 
Kole Nile). REPAIR AND FINISH 



























Possible Dust Possible —— Son. Equip Possible Possible 
Litter/Glass Clothing/Shoes 
Score Scat Mor Score a Shetty eit Score Score 
Buft/Wax Tools/Hose 
29 Dirt Files 6 ‘oe 5 40 
FLOORS anaes Aisles Blocked icine Gouged 
Grease . Area Crowded Warped/Splintered 
Actual N Actual mame Oe Actual Nails Actual 
Baseboards Sto In Corners Broken Boards/Tiles 
M Behind Equip Tiles Missing/Loose 
Od Under Equip Decayed 
- Corner . Behind Door Baseboards 
A Base oard sa Along Walls 



























Possible . Dust Possible — Tools Possible Marred Possible 
EQUIPMENT Marks —— Clothing — Shoes Worn S 
Score Streaks Score —— Furniture/Equip. Score Stained core 
Spillage Out of Place Spot Paint 
Piping 15 Dirt Film 3 —— Personal Items 6 Refinish 24 
Grecse — Oil —._ Misc. Items Leaks 
Storage & ———— Cobwebs ee Raper o__ Sn a pteneaar ate Lagging 
Actucl Stain Rust Actual __._ Improper Stacking Actual Broken Actual 
Inventory Tarnish —._-On Top Guards Off 
Mold —— Hanging 
aan Inside 


Items Odors 
Furniture 
Files & Lockers 


Machinery 





Possible . Dust Possible _ Tools Possible Marked Possible 


a . cratched 
WANTKS Score : vated Prints Score oa eg Score — Paint Score 
- inane a cee Nails Discolored 
1 0 “ Spilloge 1 —_.._ Hooks 5 . Refinish — Peeling 1 6 
Doors —_— Dirt Film ae a Stained 
Cobwebs —_.._ Personal Items Cracks 
Woodwork Actual Stains Actual Hanging on Actual Holes Actual 
Mold —___—~C-Hooks Wires 
Upper Surfaces —— Nails Nails 


Wainscoting 

























Possible _.. ‘Dust Possible . Discolored Possible 

to Score ake —- ttle Score 
aliens ee: ces NOT RATED 3 ae w 
ad | Geom years Wires Actual 





WINDOWS Possible ere Possible = gee Possible eg Possible 





Score Streaked Score —__.._ Misc. Items Score re nt Peeling Score 
Skylight Cobwebs __.._ Tools i racked 
ylights 4 Dirty ] ___. Hanging 4 Broken P 
Screens Mold —__.._:—«COOn —Sills omen Holes scant 
Actual ae Actual Actual Screens Missing Actual 
Blinds rae 


Sills 








Possibl Possibl i 
axes Dusty ple ee Possible 


Score Dirty Score Shoade/Globe Gon Score 
LIGHTING 3 Cot webs 2 Mey Bulbs. Out e 5 
apalelias ~saieg NOT RATED —_—-~— Switches om —_ 


Actual Several Actual Wires Exposed Actual 
Switch Boxes ; All 
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Doing Only Half Their Jobs? 


Occupational Hazards went to a well-known 


consulting firm to find out how you can learn the answer 
to that question by yourself. Here’s the first 


section of a two-part article that should 


help you beef up your housekeeping program a good deal. 


“O.K., Charlie, here’s your mop, 
pail, and broom; now get out there 
and clean.” 

Sound familiar? Could be, be- 
cause more often than not it’s all 
that goes into hiring, training. and 
indoctrinating American industry’s 
most forgotten workman, the jani- 
tor. 

Smart management, however, is 
making a “big deal” out of jani- 
torial services. It’s found house- 
keeping staffs made up of dullards. 
drunkards, physically handicapped, 
aged, worn-out, generally unpro- 
ductive individuals. It’s found it’s 
getting a 20% to 30% return on 
average wage investments. And, of 
course, plants simply are not clean. 


Remedy: What's the solution? 
To find out, we interviewed a na- 
tionally known consulting firm, In- 
dustrial Sanitation Counselors, 
Louisville, Kentucky. There’s one 
way to achieve efficient cleaning, 
ISC said: a program of work stand- 
ards. The firm can tell you how 
long it should take the average 
workman to clean and polish a given 
floor area, how many seconds to 
fill a paper towel dispenser, how 
much time to wash a window. By 
adding up all the housekeeping job 
times and by operating under stand- 
ard schedules, you'll know how 


many men are needed to clean your 
plant and how long it will take 
The system has brought big 
benefits to many types of plants. 
Most companies with a housekeep- 
ing work standards program have 
cut their cleaning costs by at least 
20% while raising their quality 
levels 30° or more. One large 
chemical plant is saving over $200.- 
000 annually through housekeeping 
work standards. A meat packing 
plant shows savings of about $150.- 
000 a year. Corresponding amounts 
have been saved by smaller plants. 


Ten factors: The work stand- 
ards system increases productivity 
while reducing costs. It does this 
by fully developing all the factors 
that affect cleaning productivity. 
According to ISC, these factors are: 

1. Management support. 

he Supervisory effectiveness. 

3. Organization of attack. 

4. Department head support. 
3. Cleaning personnel develop- 
ment. 

6. Operating personnel participa- 
tion. 

7. Supplies and tools. 

&. Research and planning. 

9. Architecture and building 
maintenance. 

10. Engineering control of dirt. 

Each factor is dependent on the 
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others, and all contribute to the ef- 
fectiveness of the program. It’s like 
the weakest-link-in-a-chain theory. 
in that any one factor can throw 
the whole program off key. 


Measuring: A good sanitation 
program requires management sup- 
port. But before you rush into the 
manager's office, you ll have to have 
some idea of what your present 
methods are doing and costing and 
what you'll gain through a new 
program. 

To learn how much cleaning 
you're really getting, ISC insists 
on a plant-wide survey. Each area 
is rated on cleanliness, order, and 
condition of repair. Six elements 
within areas are checked: floors: 
equipment; ceilings: win- 
dows; lighting fixtures. By rating 
each element numerically, it’s possi- 


walls: 


ble to see how each area, as well 
as the entire plant, is doing. 

To learn costs, first list the wages 
plus fringe benefits and bonus pay 
of all cleaning workers. (On the 
average, fringe benefits amount to 
22% of the payroll.) Include the 
cost of outside services, such as 
window washing. Add the cost of 
all basic supplies and the amortized 
costs of mechanical cleaning equip- 
ment. Add the wages of working 


continued on next page 
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JANITORS & JOBS 


continued from page 39 





supervisors. You now have the ap- 
proximate total cleaning costs for 
the year. 

Divide the annual cleaning cost 
by the number of square feet an- 
nually cleaned in your building to 
arrive at a cost per square foot. 
Divide the annual cost per square 
foot by the average janitor’s total 


hourly wage (including fringe bene- 
fits) to arrive at a pecentage figure. 


For example: If your yearly 
cleaning costs total $50,000 and 
your cleaning area for the year is 
50,000 square feet, it costs you 
$1.00 annually for each square foot 
cleaned. If the average hourly wage 
of your sanitation worker comes 
to $2.00, this figure, divided into 
the $1.00 figure just reached, shows 
that your cost per square foot is 
50% of the average hourly wage. 





These are recommended 


Standard Times for Cleaning 


From Industrial Sanitation Coun- 
selors comes this list of standard 
working times for some plant clean- 
ing jobs. The list is a result of 
long study and experiment among 
many different companies. It should 
be a good guide to help you check 
up on your own housekeeping. 


Floor Cleaning 
Sweeping 


Unobstructed 9 


min/M sq ft 

Slightly obstructed 10 min/M sq ft 

Obstructed 12 min/M sq ft 

Heavily obstructed 16 min/M sq ft 
Dry mopping 

Unobstructed min/M sq ft 


Slightly obstructe 
Obstructed 12 


min/M sq ft 

min/M sq ft 
Heavily obstructed 16 min/M sq ft 

Wet mopping 
Unobstructed 


35 min/M aq ft 
Slightly obstructed 145 min/M sq ft 
Obstructed 20 min/M sq ft 
Heavily obstructed 99 min/M sq ft 
Vacuuming 
Unobstructed 1 min/23 sq ft 
Slightly obstructed 1 min/19 sq ft 
Obstructed 1 min/17 sq ft 
Heavily obstructed 1 min/14 sq ft 
Spot vacuuming 1 min/80 sq ft 
Buffing 
Unobstructed 25 min/M sq ft 
Slightly obstructed 35 min/M sq ft 
Obstructed 4) min/M sq ft 


Heavily obstruciex 
Strip and rewax 
Unobstructed 100 min/M sq fet 
Slightly obstructe: 120 min/M sq ft 
Obstructed 140 min/M sq ft 
Heavily obstructed 180 min/M sq ft 


410 min/M sq ft 


Washing 
Glass partition 
Clear 
Opaque 


min/ 8 sq ft 


min/20 sq ft 


Door 150 sec 
Upholstery whisking 
Large lounge chair 63 se 
Medium lounge chair 35 sex 
Stenographer’s chair 22 sec 


Rest Rooms 


Commode, cleaning 180 sec 
Door, spot wash both sides 50 sec 
Door check, washing 10 sec 
Mirror, wash and dry 

25” x 49” 20 sec 

60” x 21’ 20 sec 

Ss” x 3i” 10 sec 
Napkin dispenser, cleaning 13. see 
Napkin disposal 10 sec 
Paper towel dispenser, cleaning 7 sec 
Paper towel disposal 10 se 


Shelving, dusting 
20” long 8 sec 


126” x 6” 60 sec 
Urinal, cleaning 120 sec 
Wainscotting, dusting 

75’ 100’ long 25 Set 
Wash basin, washing 120 sec 

Dusting 
Bulletin board, open 13 sec 
Cabinet 

36” x 65” x 24’ 34 sec 

Oe TT ee 106 sec 

30” x 66” x 18” 42 sex 
Desk 

Large 1% sec 

Medium 13 sec 

Small 38 sec 
File, single 

Four-drawer 29 sec 

Five-drawer 35 sec 
Fire extinguisher 16 sec 


Glass partition 1 min/50 sq ft 
lable 
Large 60 sec 
Medium 35 sec 
Small 22 sec 
Vending machine 60 sec 





And that’s too high. 
Here, according to ISC, is what 
percentages show: 


Your figure Your program is 


20-25% Excellent 
25-30% Very good 
30-35% Good 
35-40% Average 
10 45% j Poor 
Over 45% Very poor 


Cost control: If your plant 
housekeeping has faltered, it’s prob- 
ably because the program lacks or- 
ganization. Despite high cleaning 
costs, few people keep essential fig- 
ures: and even if they do, chances 
are no one looks at them. 

Mohe H. Solworth, ISC president, 
told us: “The hallmark of manage- 
ment thinking is cost consciousness, 
and it is rare indeed that sanitation 
supervision possesses it. In fact, a 
major reason for the backwardness 
of sanitation generally is that cost- 
conscious management knows little 
about cleaning needs, while sanita- 
tion supervision is rarely cost con- 
scious. Result: uncontrolled sanita- 
tion costs.” 


Self-testing: For an idea on 
how your plant is doing in house- 
keeping, run an area inspection 
Use the plant rating form. It’s ISC’s 
way to check the efficiency of work 
standards programs. Total possible 
points are 100. 

You have to be reasonable about 
setting desired levels. For instance, 
Solworth 
65-80 for manufacturing areas, 
85-90 for locker rooms, 75-83 for 


finished product areas, and 70-80 


recommends lev els of 


for warehousing and shipping de- 
partments. 

All elements on the form are 
rated for three conditions: cleanli- 
ness; order; and condition of re- 
pair. The last two elements are im- 
portant because they seriously af- 
fect cleaning loads. 

Each element is rated by sub- 
tracting points for defects. The size 
of the deduction depends on two 
factors: time required to correct 
the fault; and 
area appearance. Good judgment 


over-all effect on 


will tell you how many points to 
deduct. Compare your total sanita- 
tion score to the level you'd like to 
attain. @ @ 
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give your workers this 
facial contour fit 


for extra comfort, extra safety 





new, improved *600A 


ILLSON 
MONO Pyagk 


Anatomically designed, the MonoMask is the most 








comfortable respirator you can buy. With its one- 
piece resilient rubber facepiece featuring tapered, 
““feather-edge”’ contact all the way around, it auto- 


matically shapes to the face. Assures a positive pro- 






tective seal and unusual worker comfort. The 
MonoMask is U. S. Bureau of Mines-approved for pro- 


tection against dusts, pneumoconiosis-producing mists, and 


chromic-acid mist. High-quality single filter of treated felt 

gives extremely long service. Positive-action inlet and outlet 

valves assure uninterrupted ease of breathing. Standardize on 
the Willson MonoMask for extra comfort, extra safety. 


better visibility... 









better fit 
with all goggles... 


longer lasting filter... 
lower breathing resistance... 


easier to clean... WILLSON #600A MONOMASK 
IN HANDY, DURABLE PLASTIC CASE 


»>Mask complete with molded rubber 


extra filters comes to you packed 


practical case. Extra filters available 


Call your nearby Willson 
distributor for a demonstration APPROVED | LLS 0 N: Products Division 
of the Willson #600A MonoMask, Ray-O-Vac Company 


or write direct for 3% Witton 


, 209 Washington Street, Reading, Pennsylvania 
descriptive data and prices. 


aes r 
A Division of Electric Storage Battery Company 
Circle No, 27 on reader service card for more Information 
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Respirators 


Bini 


Now...9 in I! 


Inventory Saving, Cost Saving AO R-2000 Series 
Respirator 








Yes, with the addition of the NEW R-35* Cartridge (and other car- » -_ 
° . . *Rec 2 : > s t , 
tridges and filters), the AO R-2000 can be quickly converted to one of secananetiiainas pg nha tel 


nine respirators for protection against a multitude of dust, gas and vapor nificantly more toxic than lead and 
hazards — singly or in combination. Organic Vapors simultaneously. 
Your nearest American Optical Safety 
Products Representative can supply you. 
Always insist on & trademarked safety 


American ) Optical products. 


COMPANY 


SAFETY PRODUCTS DIVISION 


SOUTHBRIDGE, MASSACHUSETTS 
Branches in Principal Cities 





Circle No. 28 on reader service card for more information 
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VALVE 


SUPPLY 


PRESSURE 
REDUCER 


USING AIR TO 


EMPTY ACID CARBOYS — 


GAUGE ®) 





Maybe you'll argue. but here’s 


How to Use 


THE BLUEPRINT goes to show you: 
safety engineers do disagree. Not 
only that 
basic ideas and methods. 

The blueprint comes from H. V. 
Hodnick. safety engineer for a giant 
multi-plant manufacturer. Hodnick 


suggests using compressed air to 


they disagree on the most 


empty acid carboys and_ similar 
containers. The sketch shows how 
he thinks it can be done safely. 

In making his suggestion. Hod- 
nick stands up against the notions of 
a great many authorities. He admits 
that “this may be a controversial 
idea”; but he tells us: “In our 
plant, we have used twe of these 
units extensively for over a yeat 
without experiencing any difficulty.” 

\ cleaning unit includes a valve. 
a pressure reducer (kept set for 
maximum pressure}. and a mercury 
holder which contains just enough 
mercury to act as a check on the 
reducer. There’s a “TIT” between 
the pressure reducer and the mer- 
cury holder, and there’s an air line 
branching off to the carboy between 
the “T” and the holder. 


The “T” has one end open. To 
clean a carboy, an operator holds 
one finger on the open end of the 
“TT.” When he takes his finger awav. 
air flow through the carboy stops. 


Valves: You need to apply safe 


methods to your air system whether 


or not you use it to clean carbovs. 





The right woy 
(safe) 


The wrong way 
(dangerous) 


Consider valves, for instance: hav- 
ing the right one in the right place 


makes all the difference. 


Is there a globe or gate valve be- 
tween the air compressor and the 
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MERCURY 


HOLDER 


ACID 
DISCHARGE 








Compressed Air Safely 


aftercooler. or between the com- 
Does 
more than one compressor discharge 


pressor and the receiver? 
into a single aftercooler or receiver? 

If your answer to both questions 
is yes, you need a safety valve be- 
tween the cylinder and the shutoff 
valve. Without a safety valve. if 
the compressor ever is started with 
the stop valve closed, enough pres- 
sure may build up to burst the cylin- 
der. 

Another thing: make frequent 
tests of all air line valves. If they 
don’t work properly, you can have 
serious trouble. 


Couplings: 


Air hose couplings 


come in several types. Usually. 
they're quickly detachable. That 
means workers can easily—and 


safely—connect pneumatic tools and 
air-driven machines to air lines. If 
air pressure stays in the hose, the 
couplings can't readily be discon- 
nected. 

At the Monsanto Chemical Com- 
pany plant, Everett, Massachusetts, 


continued on next page 
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Table I—Standard Sizes of Air Receivers With 
Recommended Safe Capacities 


{ctual Safety Valves 
Diameter Length Compressor Volume Diameter 
(Inches Feet Capacity (Cubic feet) Number (Inches) 
14 4 45 4.5 ] 34 
8 6 110 1] ] ] 
24 6 19( 19 ] 1% 
30 7 10) 14 ] 2 
36 8 0 a7 ] 2% 
42 10 960 96 ] 3 
8 12 2,115 151 2 3 
54 14 3.120 223 3 3 
60 16 4,400 314 3 3 
66 8 6,000 428 3 3 


“Capacity is expressed in cubit feet of free air per minute at 40-125 pounds 
psig for constant-speed regulation. For automatic start-and-stop service, the re 
ceivers are suitable only for capacities one-half of the actual compressor capa- 
cities list—to avoid starting too frequently. (From Compressed Air Handbook 
2nd Edition.) 











WHAT A compressed air gun does when you use it to clean 
a machine is shown by this posed photo. Safety eyewear 
may keep you from being blinded—but what of others in 
the area, and what of the metal slivers that may be driven 
into your skin? 


Convair photo 





COMPRESSED AIR 





a special steel quick-connecting cou- 
pling has helped reduce bad (and 
common) hazard: air hose draped 
over the floor. 

Until recently, Monsanto used two 
rotary cutter units, both air-powered, 
to scrape the walls of a vessel that 
measured 18 feet long but that had 
a small inside diameter. Each cutter 
was permanently attached to the air 
supply, and hose stretched across the 
floor from the supply point to the 
vessel. 

Now, the quick-connecting cou- 
pling lets workers hook up hose in 
seconds. When it isn’t in use, the 
hose is reeled up; both the hose and 
the single cutter unit that remains 
are moved out of the way. 

The Compressed Air & Gas Insti- 
tute warns, however, that too many 
shops have gone on a do-it-yourself 
basis. Home-made clamps for cou- 
plings often are dangerous. Ask 
your pneumatic tool or machine 
manufacturer for his recommenda- 
tions about the best kind of clamp 


for vour own use. 


Receivers: If receivers aren't 
up to par, they’re dangerous. The 
American Society of Mechanical 
Engineers and the Compressed Air 
& Gas Institute both recommend the 
capacities and safety factors for 
receivers shown in Table I. 

If a receiver is intended to take 
pressures below 125 pounds per 
square inch, don’t allow lightweight 
construction. The receiver § may 
sometime be used for higher pres- 


sures. 


Walls: Watch the location of the 
air intake opening. Is it close to 
a building wall? If the wall is weak. 
and if a stationary reciprocating air 
compressor is used, the pulsations 
from the compressor may make the 
wall disintegrate. The intake filter 
should be set several feet away from 
any wall—strong or weak. 

Since the air discharge line gener- 
ally is hot, it should be kept away 
from wood or other flammables. The 
same rule holds good wherever hot 


continued on page 67 
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SAFE TIME SAVER 


Still handling drums one at a 
time? This safe, dependable 
Lowery Sling safely hoists up 
to three drums at once, soves 
time, money. Increased hon 
dling speed also results from 
ease of hitching and unhitch- 
ing drums. 


Anybody can 
LOWERY SLIN 


You don’t have to be a sling expert or engineer when 
you use this new Copyrighted Lowery Brothers 
Sling Order Form. Just answer six questions on this 
visual order form, then draw lines between illustra- 
tions of fittings you want in places on the sling where 
you want them used. Lowery Brothers does the rest! 
If you are an expert, you'll like the Sling Angle 
Chart, the complete listing of standard sizes of fit- 
tings used on Lowery Brothers Slings, and the rated 
capacity charts included right on the order form. 











Write Today for New 64-page Lowery Sling Catalog 
and Visual Sling Order Forms 

















LOWERY 
HIGHLINE SAVES LIVES! 


light, portable hand winch, 
Ya-inch wire rope and clamps 
con be attached to car ends 
or hoppers quickly and easily. 
This unit makes it impossible 
for workmen to fall through 
bottom of car or hopper as the 





WIRE ROPE SLINGS TO LIFT ANYTHING IN THE WORLD 


result of sudden load move- LOWERY BROTHERS, INC. 
ments. Adjusteble safety line 9332 South Anthony Ave., Chicago 17, Illinois 
hooks through safety belt, al- 

lows perfect freedom of action P , — 1372 Constance, New Orleans, La. 





Sat. hia ¥ bys dss " 
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What Can Your State Health Service 


What can a state health service do 
for industry? How many plants are 
using that service to help cut dis- 
ease and injuries? We began won- 
dering about these things when we 


ran across a series of radio hroad- 


casts presented recently over 
KWAR, Michigan State University 
station, Lansing. 


One of our editors went to In- 
dianapolis, asked Dr. Louis W. 
Spolyar, who runs an outstanding 
occupational health service for the 
Indiana Board of Health, about the 
matter. “Plants aren't using our 
facilities as they should,’ he said. 
“We could do much more for them 
if they would ask us.” He agreed 
that that was probably true in other 
states. 

A later article will report further 
on our interview with Dr. Spolyar. 
Meanwhile, Vichigan’s 


answer, a much-shortened 


here’s 
version 
of a broadcast script used by John 
Soet, director, Division of Occupa- 
tional Health, and John Cook. Sec- 
tion of Education, Michigan De- 
partment of Health. The seript in- 
troduced the KWAR series. 
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Do for You? 


SoeT: Control of occupational 
diseases has been a part of health 
department since the 
Michigan Department of Health was 
established in 1873. 

One of the first projects of the 
department was analysis of samples 


activities 


of wallpaper made in Michigan. 
Most of them contained arsenic in 
the coloring, and were therefore po- 
tentially during 


very dangerous 


manufacture and in use. 


Cook: Didn’t Clare Booth Luce 
become sick as a result of arseni 
in wallpaper? 

Soet: Yes. Apparently, in Italy, 
arsenic is still being used in wall- 
paper manufacture. When Mrs. 
Luce was in Rome, she was exposed 
to a high enough concentration of 
arsenic in wallpaper to become quite 
seriously ill. But we haven’t had 
trouble of that sort for many, many 
years in this country. 


What are some of the 
manufacturing processes which are 
hazardous today ? 


Cook: 


Soret: I can’t think of any that 
don’t have some occupational haz- 
Let’s take that suit 


wearing as an example. 


ard, your re 


First, the suit is made of cloth, 
and that cloth is 


These looms produce noise 


woven on huge 
looms. 
of very high frequency and inten- 
sity. Exposure to that noise fot 
long periods can cause permanent 
hearing loss in some employees. 
The buttons are made of a plas- 
tic called 
In the past, most buttons were made 
of some kind of sea shell: but to- 
day, they’re 


melamine formaldehyde. 


almost all made from 
one of the new plastic resins. Now 
resins, is 


melamine. one of these 


very poisonous. Some of the worst 


cases of dermatitis I’ve ever seen 
have been a result of exposure to 
this melamine formaldehyde. 
Consider another everyday ex- 
ample: this table. It’s finished with 
a lacquer which contains amyl and 
butyl acetate, These can cause such 
symptoms as headaches; dizziness; 
the chest: 


: and irritation of the eves. 


oppression in nausea: 
coughing 
nose, and throat. 

Take the windows in this room. 
Glass is made from sand which con- 
tains some 95% silica; silica can 
cause a serious lung disease known 
as silic osis. 


take this 
(Asphalt tile is made from 


Finally, 
floor, 


stripping in the petroleum industry. 


asphalt _ tile 


continued on page 8l 
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Karbaloy made it faster! 





a 








FYR-FYTER’S NEW... 
PRESSURIZED INSTANT wihKARBALOY 


kills both class “A” and class “B”" fires! 


Now you can have Karbaloy in a new, pressurized Instant Extinguisher! 
Press-lever control makes operation easier... conserves charge. Just 
press lever to start stream, release lever to stop! Instantly, amazing 
Karbaloy responds in a 40-ft. stream, killing roaring fires in one-third 
the time required by ordinary chemicals including water. 

Non-freeze, non-toxic Karbaloy puts out more fire faster with less 
liquid, and also stops flashbacks in wood and rubber fires. Karbaloy 
fireproofs as it extinguishes! it is also highly effective on Class B incipient 
fires in gasoline, grease, oil and paint. 

Instants are standard equipment on patrol cars covering the nation's 
major thruways, and on the truck-tractors of the major motor carriers... 
they are also the predominant extinguisher in underground mines, ware- 
houses, lumber yards, piers, docks, ships and grain elevators. 

No annual recharging is required! Any source with 125 lb. air pres- 
sure can be used for pressurizing. Instants are virtually the most effective 
Class A extinguisher of their type! Write today for complete information. 






| ti r 


Bi Par 
j ’ 
DIVISION 4 ‘ 1. - COMPANY 





221 CRANE STREET, DAYTON 1, OHIO Stainless Steel, 22 gal. 
Branches: New York, Boston, Philadelphia, Chicago, Atlanta, . ’ . 
Dallas, San Francisco, Los Angeles, Portland, Seattle Underwriters Laboratories Approved 


REPRESENTATIVES IN PRINCIPAL CITIES U.L. Rating 2-A, 1-B 


a) 
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STOP 
ATHLETE'S 





SKIN-TOUGHENER 


Makes Disinfectants 
Obsolete 


Latest medical research supports 
ONOX Skin-Toughening method of 
preventing Athlete’s Foot. Used by 
over 70% of the largest manufac- 
turers in the U. S. 


y BUILDS RESISTANCE 


Onox toughens shoe-softened skin. 
Restores skin's natural resistance to 
fungus attack. 


y EASILY APPLIED 


Soft sponge pad forces Onox be- 
tween toes where most needed. No 
stumbling hazard (total height: 
1%"). 


/ SANITARY 


Bacteria can not live in Onox. 


TRIAL 
OFFER 








Order what you need. 
Pay nothing unless fully 
satisfied after 60 days. 


ONOX, INC. 


DEPT. O, 121 SECOND STREET 











SAN FRANCISCO 5, CALIFORNIA 
Warehouses: BROOKLYN - CLEVELAND 
NEW ORLEANS - NEWARK, CALIF. 
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WHat cAN you do with heavy 
equipment that’s been touched with 
the hazard-tipped fingers of radio 
activity ? 

The question has plagued labor- 
atories, manufacturers, and atomic 
pile operators alike ever since the 
atom started poking its nose into 
everything from power production 
to food preservation. 

You have containers or trucks or 
concentrators or hoists you use to 
handle radioactive substances or 
objects. Since radioactivity is con- 
tagious, your equipment grows 
“hot”; it’s so contaminated that 
nobody can approach it without 
being in danger of blood and mar- 
row ailments, of skin 
death. 

You operate your equipment by 
remote control, with workers pro- 
tected behind huge barriers. But 
eventually the equipment wears out. 
It’s too full of radioactivity to be 
repaired; you can’t simply haul it 
away and leave it in the nearest 
junk yard. 


lesions, of 


Solution: The Hanford, Washing 
ton, Atomic Products Operation of 








Associated Press photo 


SPECIAL CLOTHING protects the workers at the entrance to the Hanford 
sepulcher for worn-out “hot” equipment. Railroad will be finished into the 
second tunnel, and another barrier door put up, when the first tunnel is full. 


Graveyard for Atoms 


General Electric Company solved 
its own “hot” equipment problem 
by building an underground ceme- 
tery. 

It bored a 500’ tunnel, heavily 
lined with concrete, into the desert 
beneath part of the Hanford plant. 
A railroad line enters the tunnel. 
At the entrance stands a steel water- 
filled door about six feet thick: the 
door is opened and closed by a 
workman who sits at a control panel 
in another part of the building. 

The tunnel itself is 197 x 23’. 
There’s space left for boring another 
complete tunnel leading off from 
the entrance to the present one. This 
second tunnel will be built when the 
first one is filled. 

“Hot” equipment, too large to go 
into Hanford’s other burial grounds, 
is rolled on railroad flatears into 
the tunnel and left there 
if necessary. 

“Since the ‘life’ of some of the 
radioactive elements we deal with 
is measured in the thousands of 
years,’ R. F. Mackness of the 
Hanford operation told us, “it is 
entirely conceivable that the equip 
ment will never be removed.” © @ 


forever, 
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Tops in COMFORT 


To men who wear safety hats all day long, comfort is 
important. And to be comfortable, a hat must fit well and 
bear smoothly and evenly on the head. Like Jackson’s. 


Jackson safety hats and caps give you unequaled ease 
of size adjustment. See for yourself how little it takes to 
fit the headband to your clearly marked hat size and how 
firmly it is kept that way. Smooth and flexible, the poly- 
ethylene headband (uneffected by temperature, moisture 
and acids) is firm enough to hold its shape and has a 
soft-backed leatherette sweatband all around. 


Being easy to adjust, men will fit these hats accurately 
and find they stay on better, even while working in un- 
usual positions and windy weather. And, of course, Jackson 
chin straps and ‘Winterizers’ are easily attached in case of 
really cold and rough conditions. 


Tops in STYLE 


For men to wear safety hats eagerly and even proudly, 
appearance is essential. Jackson’s protect a man without 
looking bulky, they have a clean, uncluttered look. They 
present a shiny, smooth finish, and it is easy to keep them 
spick-and-span. 


Tops in SAFETY 


Thorough comparative testing against published, in- 
dustry-accepted standards proved that Jackson’s three 
types of safety hats and caps, each in its own class, offer 
an extra margin of safety which should make Jackson your 
choice. They’re tops! 


Sold World-Wide through Distributors and Dealers of Welding Supplies and Safety Equipment 


R REDUCTION 


CO., A DIVISION OF AIR REDUCTION CO., INC 





WARREN - MICHIGAN 


See us at the A.W.S. Welding Show, St. Louis, April 15—17. 





The ‘Top Hat’ for Safety . . . the JACKSON ‘LIFE GUARD 
offers unequalled extra protection to workers in many trades 
by surpassing both the Edison Institute requirements for 
line workers’ and the Federal Specifications for construction 
workers’ hats. A hat and a cap in white, yellow and grey. 





JACKSON FIBER GLASS hats and caps surpass all Federal 
tests for construction workers’ safety hats. In white, grey and 
six other standard colors. These caps, as well as the Life 
Guard caps, are also available in combinations with Jackson 
welding helmets, goggles and a variety of face shields. 





The JACKSON ‘ALUMIHAT’ complies with all Federal re- 
quirements (including impact and penetration resistance) 
except electrical insulation. The heat-treated aluminum shell 
is anodized to a soft satin finish to reflect heat without undue 


giare. The full brim is strengthened by a strong, rolled edge. 
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Industrial Gloves... 


R-60 “GRIP-ALL” 


Coated with coarse 


PV-98 PLASTIC COATED 
Standard weight, 
abrasive-resistant, 
liquid-proof 


7703 NEOPRENE COATED 
14%" industrial weight 
with natural-fit fingers 


No matter what the job, there’s a Hood Industrial 
Glove that fits it perfectly. The style, shape, materials 
and treatment of every Hood Glove are determined 
by the requirements of a specific kind of work. That’s 
why it’s important to specify “Hood”— the glove 
that’s “tailor-made” for the job. 


Write today for free 1957 Hood Glove Guide — shows 
you how to choose the RIGHT glove for EACH job. 


a division of the B. F. Goodrich Company 
WATERTOWN, MASS. 


RUBBER + NECGPRENE + PLASTIC COATED. INDUSTRIAL GLOVES 
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COMPENSATION 


changes in the law 


Yp 


Arkansas: Effective January 1, a 4.7% increase in 
premium rates on workmen’s compensation insurance went 
into effect. This was less than insurance companies had 
asked. 

State Insurance Commissioner Harvey G. Combs re- 
jected a request to increase from $100 to $300 the weekly 
wage limit on which premiums are based. He said that one 
reason for the hike in rates was that the workmen’s com- 
pensation act had been amended to provide unlimited 
medical expenses. 


Massachusetts: The Associated Industries of Massa- 
chusetts has asked the 1958 legislature to begin a gen- 
eral study of the state workmen’s compensation law. 
About 400 amendments have been made to the act since 
it first was passed almost 50 years ago, but no thorough 
revision has been arranged. 

The state Federation of Labor will ask that compen- 
sation benefits be hiked from a maximum of $35 a week 
($40 a week after 13 weeks) to a maximum of $45. 


Michigan: Governor Williams, in his annual message 
to the legislature, called for enactment of a new indus- 
trial safety law. 

“Such a law,” he said, “should not attempt to spell out 
industrial hazards and safety measures by statute. It 
should require each employer to maintain a safe place of 
work, and empower the Department of Labor to establish 
(subject to the usual administrative procedures) safety 
regulations to cover changing industrial methods and 
work hazards.” 

Williams appointed Lieutenant Governor Hart chairman 
of a seven-member Industrial Safety Commission. The new 
body will spearhead a drive to make Michigan factories 
safer. 


New Jersey: An amendment to the workmen’s com- 
pensation law now permits injured workmen to be treated 
by Christian Science practitioners rather than by physi- 
cians. Selection of a practitioner or a physician is up to 
the injured man. 


New York: Despite his earlier veto of a bill to hike 
maximum compensation benefits from $36 to $45 weekly 
(OccuPATIONAL Hazarps, December 1957), Governor 
Averill Harriman now has asked for exactly the same 
increase. 

“This,” he declared, “should be accompanied by an 
increase in the minimum rate to $20 per week, except when 
the pre-accident weekly wage is less than $20 per week, 
in which case the benefit should be equal to the wage.” 


Pennsylvania: Although an increase of about 5% in 
compensation insurance premium rates was made effective 
for policies dated after June 30, 1957, Insurance Com- 
missioner Francis R. Smith granted a cut of 4.88% in 
rates for the coal mining industry. 

The reduction runs back to January 1, 1958. 
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Ideas for 
Fire Protection 






‘ ae 
A. M. Byers Co. photo 
ABOUT 500 tons of wrought iron 
pipe went into the ramp addition 
(shown under construction) of the 
loop-type dry sprinkler system used 
by Boeing Airplane Company at its 
Wichita, Kansas, plant. Piping was 
used for underground air lines. Dry 
systems prevent freezing of pipes in 
unheated areas during winter months. 


wal - > . . 
SHAKER-TYPE, one-pound dry 
chemical extinguisher units for put- 
ting out hot box fires on railroad 
cars have been developed by Roger 
M. Bostick, Hlinois Central Railroad 
superintendent of fire prevention, in 
cooperation with an_ extinguisher 
manufacturer. The top of the con- 
tainer is pulled off, and the chemical 
is applied through a perforated top 
by vigorous wrist action. Racks hold- 
ing four of the new units are being 
installed in cabooses and locomotives 
over the entire Illinois Central sys- 
tem. 





Fire door frames . 


A bulletin called “Fire Door 
Frames for Thin Walls” has just 
been re leased for free 
tion by 
tories, Inc., 


distribu- 
Labora- 
207 East Ohio Street, 
Chicago 11. It reports an investi 


Underwriters’ 


gation into “the performance of 
steel door frames with fire doors 
installed in 2’ 214” 
non-bearing partitions.” 
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INDUSTRIAL GLOVES 











e@ Patented embossed NON-SLIP 


safety grip moulded into fingers 






and palm 
e Curved fingers for more comfort 





The new MILLER Circle Industrial DEE Pha 
(MCID), together with the MILLER overlapping 

snap, now eliminates all snap “‘roll-out” hazards 
and makes it possible to snap direct to the Dee. 
There is no need to loop the rope or splice the SEND FOR 


_ lanyard to the Dee—ask for complete details. CATALOG No. G2 
s WRITE DEPARTMENT 357 of Seiberling's complete LATEX PRODUCTS 
KL c% EQUIPMENT COMPANY, INC: Industrial Glove Line! New Bremen, Ohio 


FRANKLIN, PA. ee ver osrooecnpoeppo neon og 
in Canada SAFETY SUPPLY CO., TORONTO m eset Pd at 


k better 





Natural Rubber or Neoprene Latex 


Seberling 















































poner CLEAN AUTOMOTIVE POWERFUL NEW PLUNGER CLEARS 

& INDUSTRIAL PART LOGGE 
“ | CLOGGED TOILETS 
© 2: ir Agieted Secking Tenk in a jiffy! 





3. “Super Power" Jet Air Gun 
A must in every service shop! 


LT CASUPER| 
CLEANMASTER 


MODEL 50 


Clear messy, stuffed toilets 
Cut maintenance costs with 


TOILAFLEX 


Toilet [| Plunger 





The safe and sane way to clean parts! 
Write for information and prices on high 


Model 30 [less 


Ordinary plungers don’t seat ¢ 


Jet Air Gun) flash point Kleerflo Degreasol and M-467 
also available solvent for use in this machine. properly. They permit com- 
EE pressed air and water to splash 





back. Thus you not only have 
a mess, but you lose the very 
pressure you need to clear the 
obstruction 

With “TOILAFLEX”, ex- 
pressly designed for toilets, no 
air or water can escape. The 


WASH AN ENTIRE ENGINE BLOCK 
OR 200 LBS. OF PARTS... 


a = i 









AUTOMATIC full pressure plows through the 
is athe se ull sa ea / clogging mass and swishes it 
HOT TANK down. Can't miss! 
POWERMASTER = —_ Get a “TOMAFLEX” for your home too. 
DEGREASER Positive insurance against stuffed toilet. 
AGITATED © Double cup, double-pressure Fully 
© Tapered tail gives air-tight fit $2 65 Guaranteed 


REDUCE OPERATING COSTS! 


© Designed to flex at any angle . 
Wiis Eos Atnaralere 6 any ang! Order from your Supplier of 


@ Centers, can't skid around Hardware or Janitor Supplies 


er i PRACTICAL lice co. THE STEVENS-BURT CO., NEW BRUNSWICK, N. J. 


2840 4TH AVE. S. + MINNEAPOLIS, MINN. A Division of The Water Master Company 
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$95 Buys a Human Life 


It HAPPENED when an aircraft “Man, I could have _ been seen the possibility of an acci- 
part worked loose from a wood killed!” the workman later said dent, and had set up barriers 
lathe. The lathe spun at 1,500 He was right. Even if he made of three panels of 34” fir 
rpm. hadn’t been killed, he could have plywood. A barrier stood be- 
The part catapulted off the been crippled for \ife tween each pair of lathes. 

lathe, hurtled toward a workman Cost of the six barriers needed 
who was adjusting a nearby ma- [he near-miss took place ir was only $95. At the time the 
chine, smashed against and the wood shop of Douglas Air- incident occurred, workmen's 
partly through a fir plywood craft Company, Santa Monica ompensation insurance death 
barrier, stopped only inches California. Douglas safety eng benefits in California could have 
from a workman’s head. neers had, months before, fore totaled $12,900. @ e 
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“ ' Al Ebony garments for the dirty jobs 
| S THEY WITHSTAND REPEATED LAUNDERING | 









When a man works in dirt, mud or just plain “gunk,” 
he needs garments that can take rough abuse. Yet, 
despite rugged on the job wear, garments take their 
worst beating i in the laundry! Often, prolonged rough 
and tumble action plus strong laundering chemicals 
are needed to get garments clean. Clothing must take 
that punishment time after time and still come back 
for more. 


Ebony garments are specifically designed for those 
dirty jobs. Ebony is a “cousin” of Gra-Lite, a widely 
known garment material for maximum protection 
against corrosive chemicals. Enough of that chemi- 
cal resistance was built into Ebony clothing to enable 
Ebony to stand up under repeated launderings. Ebony 

takes the beating on the job and in the laundry, far 
outlasting ordinary preraoe 


Find out how Ebony fits into your protective cloth- 
aml ing picture. Write today for information and prices. 


STANDARD SAFETY EQUIPMENT COMPANY 
232 WEST ONTARIO STREET + CHICAGO 10, ILLINOIS 


597 BROADWAY 2921 W. WASHINGTON BLVD 855 EAST 


NEWARK 4, N. J OS ANGELES 66, CALIF Cl 


nd STREET 


‘ 
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Welcome, Ladder ! 
Goodbye, Danger! 


A TALL steel ladder (right), com- 
plete with safety cage and platform, 
has cut on-the-job dangers at the 
Columbus, Ohio, plant of the Davi- 
son Division, W. R. Grace & Com- 
pany. The old hazardous 
arrangement appears at the left. 
Workmen must clean the chute 


and 


(used to take oversize raw materials 
to a grinder) regularly, to keep 
potash and other chemicals from 
plugging it. The new ladder, cage, 
and platform make the job much 
safer, and at the same time provide 
an extra escape the 
building in case of emergency. ® ® 


route from 
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FirST ON BURNS ; BULLARD'S FORMULA NEUTRALIZE 
...acomplete emergency . ..a treatment and preventive . . inactivates effects 
burn treatment * for Poison Oak and Ivy. * of chemical irritants. 
Spray F.O.B. over burned areas... Contains the natural mineral Hec- Neutralize stops action of chemicals 
instantly, pain is relieved. F.O.B.’s_ , _ torite. It is odorless, greaseless, and , splashed in eyes or on skin between 
antiseptic action prevents infection. , harmless on any part of the body. , time of accident and arrival of 
Safe to use even around eyes or ,  Bullard’sFormulaprovidesa protec- , doctor. Unlike water that only dilutes 
mouth. Contains no acid, alcohol or , tive filmthat gives instant relief from . harmful chemicals, Neutralize is a 
benzocaine. Write for clinical re- . itching and checks weeping lesions. . buffer that instantly counteracts 
ports and test results. - Packagedin pocketsize polyethylene . acids and alkalies. Write for com- 

- tubes. Test photos on request. ¢ plete technical details. 
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INSPECTION TOUR 


continued from page 34 





palm button stands and defective f 
electrical equipment—plugs, cords. 
button guards, receptacles, switch 
box. control panel? All in good or- 
der. 

When the seven of us who made 
the inspection turned in our check 


lists, the area we covered graded 85 } 


I'll tell you one thing: next time 
around, my boys will do a lot better ) 
than 81. I learned a lot on this in- 


“diwade eee STONEHOUSE 
SIGNS say 


KEEP QUT... 


In and around a busy plant, there are 















scores of places where a safety conscious 


DANGER 
FXPLOSIVES | "9 comeious manazeren 


KEEP AWAY st Say KEEP OUT... and say it with 








real authority. The proper sign, from 


“I thought that would trip him up. 
He’s always on the lookout for oil STONEHOUSE. 
spots on the floor, but he never 
thought to look for banana skins.” 


warns trespassers or 


inauthorized personnel and visitors of 


TRESPASSING restricted, closed or dangerous areas... 
safety inspector, and I plan to use UNDER PENALTY lets them know unmistakably where 
it to spot check our department. tig THE LAW they mav or may not go. 

I know that good housekeeping 
can pay off. An uncluttered safe 
area means better production, which tested materials, and is manufactured 
makes both me and the rest of the 
boys look good. And a high mark 
on that rating system won't hurt 


OS hee thee Tee ter meee | | NQADMITTANCE | 
Another thing: Im a lot more WITHOUT A PERMIT > 








Each sign is made of enduring, 





in accordance with 


American Standard specifications. 





concerned about safety now. | . 4” Write today for our free, full-color, 
learned some things about it, and 64 page catalog of thousands of ready-to-ship 
I'll learn a lot more. I don’t expect safety signs, plus information about , 

to become an expert like the bovs in istom-printed signs to meet your special needs 


the safety department, but I'll know 
much more about it than the average 
guy. And it’s an important part of 


my job. @ @ et 
es Signs since 




















1863” 
NEXT MONTH ... 
April is our special Greater 
New York Saftety Show issue STONEHOUSE SIGNS, INC., Stemehowse Building, 9th and Larimer, Denver 4, Colorado 
Circle No. 42 on reader service card for more information 
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Sudden Injury 





Too much space between elevator floor and shaft wall 

—no inside elevator door. So the operator caught his 

foot between the moving car and its shaft. Result: very 
severe bruises. 


Reprints of "Sudden Injury" poster pages (without these price lines) may be ordered: |-19 copies, 15 cents each; 20-49 copies, 
12 cents each; 50-99 copies, 10 cents each; 100-499 copies, 7 cents each; 500 or more, 5 cents each. Please send payment with order. 
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ans > could he do this 
NAMES IN THE NEWS SAFELY... 


on your stairs? 


people * companies e associations 


C.F.L. Co., Denver, now represents created a new executive post: vice-presi 
Nocon Products Corp., New York City lent, marketing. Richard C. Smith, Jr.. 
in Arizona, New Mexico, Colorado, Utah, moves up from national sales manager 1 
ind Wyoming. Gene Nye, C.F.L. presi the new position. Smith has t 
dent, and his associates (Bob Parish, the firm since 1953 
Ross Todd, Dale Cumley) al! hav 
had extensive engineering training and Robert M. VanBrundt nas peen 
experience Nocon manufactures safety named aivertising manager ot Zenith 
solvent Radio Corporation’s hearing aid d 

sion. Formerly, he was televisior 

The 15th annual meeting otf the Vet- tising manager tor Motorola. In 

erans of Safety resulted in the electior 
of the following officers: Thomas BS. The newest member of the Advisory 
Berk, president; Alfred F. Parmelee, Committee for Self Insurance in New 
first vice president; E. Willard Merritt, York State is William F, Shepard, « 
second vice president; Howard Chat- retary. Eastman Kodak Co.. Rochester 
field, secretary-treasurer. Berk is safety [ seven-member committee is appoint 
consultant for Metropolitan Life Insur- ‘ or ree-vear terms by the chairma! 
ance Co., New York Citv: Parmele f the state Workmen’s Compensat 
president of U. S. Safety Service Co., Be 
Kansas City. Merritt is with Walter G. 
Legge Co., Inc., New York City. Chat \ 30-vear veteran of Detroit Edison 
field is with Fidelity & Casualty Co., Co.. L. Claney Nanry. has been named 
Minneapolis. irector of coiled by the firm to su 
Rice Robert P. Douglas, retired. For 

r Nanry was assistant director of safety 


R. D. Werner Co., Inc., New York 


City has announced appointment of 
William H. Peters to its executive sales 
staff. Peters will direct ladder and sta 


Ray N. Warnke has been named 


central region sales manager by Colum- 





Babcock Paul bus-McKinnon Chain Corp., Tona 
Two new executive appointments have wanda, N. Y. He represents both the Ir 
been announced by Gro-Cord Rubber lustrial Chain and Chisholm-Moore Hoist 
Co., Lima, Ohio: Don J. Paul, sales Divisions 
manager: and E. L. Babcock, sales ue HE COULD . |. if vour stairs 
promotion manager. \ 42-year career with Goodyear Tire i ate ; 
& Rubber Co., Akron, Ohio, came to and floorshad the ; rotection of C f 
\s part of an expansion program aimed an end when Jack Kidney announced Anti-Slip Wax. This special wax reduces 
it development and acquisition of new his retirement January 1. Kidney nad slip hazards and maintains the beauty 
products in the time and recording field, served as manager of the companys foori < : : 
if anv tvpe flooring ins ine fety in 
board members of Detex Watchelock employee service division. He is a men of any type Hooring. So to put sal mn 
Corp., Upper Montclair, N. J., have continued on next page the shine, use Cosmolite Anti-Slip Wax. 





Write today for complete 





information and prices. 


THE KENNEDY “WIG TORY” ca 


designed for GREATER SAFETY 
for all industrial Jobs! 


Let the Man Behind the 
Drum... your Huntington 
representative he!p you! 


Better protection for all the hair all the time because the Write for his name today. 


full, wide, snood-type back of the Kennedy ‘Victory Cap 
permits complete coverage. Easy to put on. Adjustable to 
all head sizes. |! styles to choose from 

Manufacturers and distributors of a complete line of safety 
clothing and equipment 


Write Dept. 0-3 for information HUNTINGTON 
KENNEDY-INGALLS, INC. HUNTINGTON 48 LABORATORIES 
3735 NORTH 35TH ST. MILWAUKEE 16, WISCONSIN 








INCORPORATED 
Huntington, Indiana 


Philadelphia 35, Pennsylvania e¢ Toronto 2, Ontario 
Circle No. 43 on reader service card for more information Circle No. 44 on reader service card 
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. . . This combination skin pro- 
tector and cleaner has been used 
and proved to check dermatitis 
before it starts— for over 15 
years. Applied before work, it 
provides a flexible, fat-based 


coating over the skin. When 
moistened after work, Practi- 
Kreme cleans completely and 
quickly. 






NEW PHLO 
WATERLESS CLEANER 


PHLO 


. . . Safe, quick and easy to use, 
Waterless Phlo removes all in- 
dustrial soils. Containing both 
silicone and lanolin for double 
protection, it is milky white, 
smooth in consistency. New 
handy dispenser makes using and 
refilling a simple matter. Man- 
agement an workers agree 


there’s no better cleaner than 
Phlo Waterless. 





. is a neutral skin protector 
rich in lanolin and now fortified 
with silicones. Magic silicones 
make Phlo water-repellent, ad- 
hesive, non-toxic. hlo is a 
most effective barrier against 
on irritants and soil. 

; then you’ll know Phlo 
maui be in your plant now. 


Write for free test samples today 
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ber of a number of safety organizations 
and has taught an accredited course in 
safety at Akron University. 


Frank Brunett has been named field 
representative in safety equipment by the 
Boyer-Campbell Co., Detroit, Mich. He 


has been assigned to the Western Michi 
gan district. 





Brunett Hartmann 
Charles H. Hartmann, veteran sales- 
man for Hy-Test Div., International 
Shoe Co., St. Louis, Mo., called it a 


career recently after 54 years in the shoe 
business. Hartmann had been a member 
of the 
1918. 


International organization since 


J. Arthur Jenkisson has been ap 
pointed sales manager of 
Ladder Co., Louisville, Ky. 


Jenkisson was sales 


Louisville 

Formerly, 
manager for the 
George D. Roper Corp. special appliance 
division, Rockford, Ill. 





Jenkisson Stack 


Dr. Herbert J. Stack, prominent 
safety director and author, and until 
recently director of New York Univer- 
sity’s Center for Safety Education, has 
been appointed by Esso Standard Oil 
Co. as consultant to the Esso Safety 
Foundation. Stack has been active in 
the safety movement for nearly 30 years. 


Fibre Metal (Canada) Ltd. now has 
a warehouse in Toronto under the direc- 
tion of Gilbert Doyle. Doyle moved up 
from factory representative in the area to 
general manager of the Toronto outlet. 





For fast handling of your inquiries 
about products mentioned in this 
issue, use the Reader Service Card. 
See pages 16-17. 














EYE 
‘WASHING 
FOUNTAIN 





/ 
gave EVES” 


Leading industrial doctors advise immed} 
ate washing with plenty of running water as 
the best first aid treatment for any chemical 
tn the eyes. Records prove that washing with 
water for ten minutes or more. closé to the 
accident. is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked enamel bow! is resistant to most fumes. 

Over 500 industrial plant installations have 
been made to date. 

Write For Details. 







VALVE NEW 
neg, omg EMERGENCY 
SHOWER 


Self-Closing 






J sotto | The B& A Shower is the 
G.P.M. quickest and most satisfac- 
tory way to saturate a work- 
er with gallons of water the 
instant an accident occurs, to prevent a dis 
figuring burn—even a fatality 
Special shower head. no holes to clog—can 
be used where unfiltered water prevails. 
Write For Details. 


GlAs 
AND ey cclVERS 


Em 
iN eves /** 


OISFIGURING 
FACIAL CuTsS 
AND BuRNS/ 





S$ ANO 
onemicat BURNS 
ON ARM 
AND BooY 
apne? 
$ 
1m wre cre, LOW COST 
RO 6 ott Bé&A 
nrg BOT td 
Guase unre SAF-T-BAGS 
cre widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 
Painful cuts, disfiguring 
burns, loss of eyesight, or even 
@ fatality, do result trom corre- 
= — splash and flying 
glass when unprotected bottles 
5 PINT shatter. 4 
oe Write For Details. 


BENSON & ASSOCIATES.INC. 


Dept. OH, P.O. Box 7542, Chicago 80, III. 
Circle No. 46 on reader service card 
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HT OFF THE DOCKET 
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Reports of recent court decisions in workmen's compensation insurance cases 


Not on call: It is presumed in New York State that 
when an industrial accident is caused by a worker's own 
intoxication. the intoxication is not the sole cause of the 
accident. In other 


words, even though it is alleged that intoxication caused 


“so long as the employee is on duty.” 


the accident. the employer must prove there was no other 
cause. 

Cornelius Sheehan was a porter for the Victory Me- 
morial Hospital. 
to 4:30 p.m. 
the employer. 


His working hours were from 7:30 a.m. 


\ room in the hospital was furnished by 


On the night of August 22. 1954. while he was off 
duty. Sheehan went out with a fellow worker. 


drinking together and returned to the hospital premises 


They were 
at 3:00 in the morning. The undisputed evidence is 
In the hospital, 
Sheehan fell down a stairway and fractured his skull. A 
physician who treated him testified that he was suffering 
acute alcoholism. 


that Sheehan was staggering and drunk. 


Sheehan died shortly after his fall and left no de- 
pendents: hence. the claim was filed by the state Com- 
mission of Taxation & Finance. 

Whether the commission could rely on the presump- 
tion that the accident was not solely due to intoxication. 


depended on whether Sheehan was on 


uty when he was 
killed. The commission maintained that since Sheehan 
lived on the premises, he was always on call to duty. 
However. the court found that when he fell. Sheehan 
was not working or even on call. Therefore. there was 
no evidence that the accident occurred in the course of 
his work or that it was not caused solely by his intoxica- 
tion. 
Claim denied. 
Commission of Taxation & Finance v. | 
Hospital: New York State Supreme Court 


‘} 


Division, October 19, 1957. (167 N.Y.S.2d 61) 


V emorial 
Appellate 


Dermatitis: Leonard Rittenhouse said the dermatitis 
that showed up on his hands and feet was caused by his 
work. Proving it was something else again. 

Rittenhouse worked for Duchess Chenilles. Inc.. a bed- 
spread manufacturer. For several hours each day, he ran 
extracts and took materials out of dye vats. In addition, 
he fired a coal boiler, worked on a washer. and drove a 
truck. 

When he worked with the vats, Rittenhouse went bare- 
foot on a cement floor. Generally. the floor carried 
accumulated moisture—water or dye or both. 

Rittenhouse began to be bothered with eruptions on 
his hands and feet about Christmas, 1956. The eruptions 
festered, grew raw, made him lose his fingernails and 
toenails. 
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He asked for 


Three physici 


compensation benefits. 

ins testified. They agreed that infected 
teeth or a fungus could have caused the eruption. They 
also agreed that. while contact with dye and moisture 
at work might help make the dermatitis worse, it would 
have no more effect than taking 
j 


1 bath with ordinar 


soap and W iter 

The Georgia surt decided that Rittenhouse hadn't 
proved his case. Evidence indicated that the dermatitis 
was due to an allergy combined with an infection, or t 


an infection alone. Any kind of moisture would have 
had the same effect on the eruption as that Rittenhouse 
was nothing to show that the 
trouble stemmed from the man’s work. 

Claim denied. 


JOD There 


met on the 


Ritte U. S. Fidelity & Guarantee ( 
Court of Appeals of Georgia, September 25, 1957 100 
S.E.2 i4 


Circumstantial: Was Samuel D. Sutmiller disabled 
on the job? 
to the quest 

Sutmiuller 


owned by 


There was some evidence to back up a yes 
n. but all of it was circumstantial. 

worked in a recess (room) of a coal mine 
Lone Star Stee] Company. A machine for cut- 
ting coal was yperated in the same room. 

Ventilation was poor. Heat from the machine combined 
with the lack of fresh air to sicken Sutmiller. He 
collapsed. Others took him above ground. He went home, 
called his family doctor. 

Later, the doctor testified that Sutmiller was perma- 
nently disabled by carbon monoxide poisoning. Another 
physician said that not only was this true, but Sutmiller 
suffered from heat exhaustion, too. 

Lone Star Steel argued that Sutmiller wasn’t entitled 
to compensation benefits, because there was no evidence 
that the mine contained carbon monoxide gas. 

The Oklahoma Supreme Court brushed aside the 
argument. Carbon monoxide, it pointed out, often ap- 
pears in mines. Testimony at the trial showed that Sut- 
miller had breathed in the gas, and that he had been ex- 
hausted by the heat in the mine. Furthermore, witnesses 
said he had been in good health before the date he was 
overcome; and he had been disabled permanently after 
that time. 

Claim allowed. 

Lone Star Steel Company vs. Sutmiller: Supreme Court 
of Oklahoma, November 26, 1957. (318 P.2d 855) 


Contractor: Was Fred D. Hartman an employee or 


an independent contractor? Payment of compensation 
benefits hinged on the answer. 


continued on next page 
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Here they are... three 
great soles that have the 
two most important 
essentials of a safety shoe 
sole... Slip Resistance and 
Density of Material. 

Each sole has been specially 
developed to give greater 
safety ... greater comfort... 
and longer wear under 
specific working conditions. 
Remember—it pays to 
“Sell "em the shoe with 
the Sole for the Job”. 
Write today for the free 
Gro-Cord sole selector ... 

Ic instantly tells you the 
best sole for any of 

50 basic jobs. 


Conedion Phont 
GRO-CORD RUBBER CO. of CANADA LTD. 
Tillsonburg, Ontario 


GCcIO 


Circle No. 47 on reader service card for more information 
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RIGHT OFF THE DOCKET 
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Hartman was a poultry farmer. He used a five-story 
wooden building on his own land. The building had an 
elevator to carry feed and other freight, and was equipped 
with feed troughs, 

The Singer 


Hartman in 1952. when the building was vacant, to care 


water fountains, and gas stoves. 


Live Poultry Company arranged with 

for its chickens. The company could use the building, 

and Hartman was to follow company practices (although 

he didn’t agree with all of them) in taking care of the 

birds. In return, Singer paid Hartman a penny a chicken 
about $100 a week, as a rule. 

after this had 


Hartman was riding the building elevator. It fell five 


Some time arrangement been made, 
stories. He claimed compensation benefits for his in- 
juries, saying he worked for the Singer Company. 
The company replied that Hartman was an independent 
contractor, and denied that any compensation was due. 
It offered in evidence a statement Hartman had signed 
after his accident, and while he was still in the hospital, 
feed the 


chickens, and was in general control of the operation. 


stating that he decided when and how to 
The Massachusetts court held for the company. The 
employee or independent contractor role, it said, de- 
pends on whether the individual is responsible only for 
doing what he has agreed to do, in the way he has agreed 
to do it, without being subject to direction as to every 
detail. If he is bound in details by directions, he’s an 
employee; if he isn’t, he’s an independent contractor. 
The statement Hartman signed in the hospital was 
enough for the court. It decided Hartman had shown 
himself by his own words to be an independent con- 
tractor. 
Claim denied. 
Hartman's 
chusetts, December 11, 1957 


Massa 


Judicial Court of 
(146 N.E.2d 509) 


Working time: Oscar Blair was a utility butcher for 
the “cattle-kill” department of Armour & Company. He 
stood in for any regular butcher who had to leave his 
work. 

Each butcher had to keep his knives sharp. Each had 
to do his own sharpening. Armour furnished the knives 
and electric grindstones. 

Blair hurt his eye while he ground a knife. Nobody 
argued about that. but Armour did insist that he was 
hurt outside working hours and that he should not have 
compensation benefits. 

Blair usually went to the packing house an hour or two 
early, although he was supposed to start work at 6:30 
a.m. He was hurt before 6:20, according to records of the 
Armour nurse. 

Blair said he went to work ahead of time so that he 
could sharpen his knives. He always liked to have them 
sharp before he actually began his job. He sharpened 
four knives every morning, and it took from 10 to 15 
minutes to sharpen each one. 

The Missouri Court of Appeals sided with Blair. It 
ruled that, if a worker goes to his employer’s premises a 
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reasonable time before he begins his day’s job, and if he 
does things that are made necessary by his job, any in- 
jury he receives while he is doing them is compensable. 
What’s a reasonable time? That depends, the court 
said, on the facts in each case. Armour butchers generally 
did go to work early, as Blair did, to sharpen their knives 
before starting their main jobs. Armour knew about it. 
So it was reasonable for Blair to be at the plant at 6:20. 

Claim allowed. 
Blair vs. Armour & 


peals, June 3, 1957 


Company Missouri 
306 S.W.2d 84) 


(ourt ot Ap- 


Thirst: Martin Medina was thirsty. He 


lemonade. He went to his employer's refrigerator and 


wanted some 


got a lemon, picked up a cleaver 

Medina was a waiter and an cook for the 
Shore Road Hospital. He furnished a and 
meals at the hospital, but wasn't required to sleep or eat 
there. He call 


working hours. 


and cut off two fingers. 
assistant 
Was room 


was not on 


except during his regular 


He was hurt when he was off duty. but he still claimed 
compensation benefits. 
The New York State 


Medina was simply satisfying his own 


court turned thumbs down. 
desires, it de- 
clared. not doing anything connected with his job. 
Claim denied. 
Vedina 1 Shore Road Hospite New York Supreme 
Court, Appellate Division, Ne er | 1957 167 
N.Y.S.2d 637 


Mail boy: Howell L. Martin 
for Lavender Radio & Supply Company. 
company mail from the post office each 
way to work, o1 


pure hasing agent 
He pl ked up 


morning on his 


Was 


if he preferred—sent a « lerk after it. 

One morning. Martin had gone about three miles of 
his five-mile trip to work when he badly hurt in 
an automobile collision. He stili was some distance away 
from the point where he would normally turn off to 
reach the post office. 


was 


Martin claimed compensation benefits. He was doing 
more than go to work, he said: he was on a mission for 
his employer—he was expecting to pick up the mail. 

Phooey! said the Arkansas Supreme Court, in effect. 
Martin. in the court’s view, was simply going to work. 
His job played no part in his driving until he actually 
turned off to reach the post office. He would have been 
hurt whether or not he planned to go for the mail. 

What’s the test? The court said it lies in what makes a 
traveller start out: his job, or something else. His job 
need not be solely responsible for his movements, but at 
least must have a share in the cause. That wasn’t true 
with Martin. 

Claim denied. 

Vartin vs. Lavender Radio & Supply 
Arkansas, October 21, 1957. 


Supreme Court of 
(305 S.W.2d 845) 





565 Industrial Compensation Decisions 
A 500-page book carrying typical Right 
off the Docket reports. See page 85 for a 


summary of its value to users. 











These Flexible Coated 


PIONEER Gloves 


Provide Long Wearing Liquidtight 
Protection For Materials Handling 





Neoprene Coated Flannel Stanzoil Pacemakers 

















Length Style Weight (Model 
- + + 
10 Knit wrist | Light 80 
10 Knit wrist | Industrial 90 
10” Knit wrist | Heavy Duty 95 
10 Gauntlet | Industrial 100 
10 Gauntlet | Heavy Duty; 105 
12 Gauntlet | Industrial 120 
ee Gauntlet | Heavy Duty} 125 
oa 14%” | Gauntlet | Industrial 140 
| ———__14%2” | Gauntlet | Heavy Duty} 145 
| 18” | Gauntiet | Industrial 180 
es 12” Gauntlet | Twin lined* 225 





* No. 225 designed to protect hands from 
extreme hot and cold temperatures. 


Pylox'™” Coated Jersey Stanflex 





Model Style Size Length 
5062 Knit wrist Men's 

5052 | Knit wrist Women's 

5232 Band top Men's 

5132 Gauntlet Men's 

5252 Gauntlet Men's 





FREE Hand Protection Analysis . .. Send a description of 
your job requirements (length, dexterity, wear resistance, 
chemicals used, importance of safe grip, hot or cold 
temperature extremes, fatigue factor and sizes) to our 
“Hand Protection Clinic.’”” New catalog and price list 
also available on request. 


PIONEER 238 Tiffin Road, Willard, Ohio 
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COSTS WITH - 


ALUMINUM SCAFFOLDS — STAGES — LADDERS 
FOR EASIER, SAFER, FASTER OVERHEAD WORK 


ALDEK ALUMINUM 
STAIRWAY SCAFFOLD 


Requires only 1 man as- 
sembly, folds compactly 
for storing or transport- 
ing. Heliarc welded con- 
struction throughout. 
Instant action, positive 
locking adjustable legs 
with rubber tire locking 
casters. 











[3 
i ALDEK ALL-ALUMINUM 
4/ MOBILE BRIDGE SCAFFOLD 


Patented design and construction. 
Straddles obstacles, spans areas up 
to 30 ft. Adjustable vertical support 
poles up to 15 ft. high provide level 
working platform regardless of floor 
incline. 


‘ 


ALDEK ALUMINUM SPAN SCAFFOLD 


For easy one man set up. Consists of end frame 
sections, horizontal braces, diagonal cross 
braces and waterproof plywood platforms. 
Adjustable end frame legs equipped with rub- 
ber tire casters. 







































saan 'pvonsaa, ALDEK ALUMINUM STAGES & PLANKS 


manic Engineered for fast, safe, easy handling. High 
SETpioms Ce vices strength aircraft type | beam extrusions and j 
exclusive Hydro-locked cross rungs. 


- ALDEK ALUMINUM LADDERS 


Maximum strength with minimum weight. Full [ cscs Beoriones 3, 
IMSPECTEO 


size range of aluminum stepladders, platform LADDER 
ladders, single and extension ladders. th ZA: SSUE Me 1:03 





Write for complete literature and prices. Dept. OH-3 


ALUMINUM.S97 PRODUCTS, INC. swe: 
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TURTLE 


Robert E. Lundeen of Detroit Edi- 
son Co. was working on the ground near 
tower 1074, Lincoln Park, Mich., when 
from 60 feet above him a lineman 
dropped a two-pound socket wrench. The 
tool struck Lundeen’s hard hat so hard he 
was knocked down. He was not injured, 
howe ver 


John A. Jastraub of MacDonald En- 
gineering Co., San Francisco, Calif., was 
working at a construction site. Above 
him, a structural iron worker was drilling 
holes in a wall, when one of the bits 
dropped 80 feet and struck Jastraub. The 
bit was doubly hazardous because of its 
sharp edge. But because Jastraub was 


wearing a hard hat, he escaped injury 


At Monsanto Chemical Co., Texas City, 
Texas, Ernest G. McRay was struck by 
1 10-pound strapping tool that had fallen 
20 feet. McRay was wearing a hard hat 


He was unhurt 


Melvin F. Rauh, employee of the | 
S. Gypsum Co., Southard, Okla., plant, 
was working in the Keenes mill near a 


new stack under construction. One of t 


construction crew members dropped a 
1” x 6” x 6’ board. It fell about 30 f 
struck Rauh’s safety helmet, and forced 
it down over Rauh’s forehead. Rauh was 
unhurt 


Peter Wiewit Sons Co. had assigned 


Phil Holtzinger to its construction jol 
at El Dorado, Kans. He was working in a 
manhole, when from 14 feet above him a 
14 pound brick fell, hitting his hard hat 
Holtzinger was uninjured. 


M. Mazgay, a groundman for Com- 
monwealth Edison Co., Chicago, Ill., was 
struck by an electric insulator which had 
fallen 10 feet from a utility pole. The 
114-pound object struck Mazgay’s hard 
hat. He was unhurt. 


At Great Lakes Steel Corp., Detroit, 
Mich., Warren Sides was removing scaf 
fold from a slag po ket. From above, a 
bricklayer dropped a brick which fell 20 
feet. It knocked Sides unconscious. Had 
it not been for Side’s safety hat, he might 
have been seriously, perhaps fatally, in- 
jured, 


Nicholas Kroeze, an employee of the 
state Division of Highways, Marysville, 
Calif., was working in the materials lab- 
oratory when a rock stuck in the rock 
crusher he was using. He bent over to 
pick up an iron bar in order to pry the 
rock loose, when suddenly the rock be- 
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CIGARS-CIGARETTES-MATCHES 


immediately extinguished 


..with 
SIPCO DUNKING STATIONS 








Fire Hazards from Smoking are a problem 
EVERYWHERE. 


STOP FIRES BEFORE THEY 
START—with SIPCO DUNK- 
ING STATIONS 


Heavy duty CAST ALUMINUM canisters—guar- 
anteed 3 years against breakage. Partly filled 
with water, they drown the ‘smoke’ NO FIRE 
HAZARDS — NO ODORS — NO UNSANITARY 
CONDITION 

Lift off the canister, flip back the lid, dump it 
and the cleaning job is done 

Available in over a dozen 
different STANDARD and 
JUMBO SIZE models. Choice of 
black crinkle or bright polished 
DELUXE finishes to suit your 
particular requirements. NEAT, 
ATTRACTIVE — USED EVERY- 
WHERE — OFFICES, CLUBS, 
LOUNGES, HOSPITALS, HOTELS, 
SHOPS, RESTAURANTS, INSTI- 
TUTIONS, SCHOOLS, ETC 









, 
NEW MODEL 4) 
Designed for permanent mounting on walls, posts, 
columns, etc. in public creas. Eliminates pilfering 
problem. JUMBO size canister furnished with light 
weight, rugged glass-fiber inner-liner. Flip back the 
lid—-lift out the inner-liner and dump it. Inner-liner 
fits all JUMBO size SIPCO canisters and is available 
Mage taepese MODEL 1/0 
JUMBO size DELUXE FLOOR MODEL. Heovy 
weighted bose and attractive, eye catching sign 
Height 42° — weight 26 Ibs. Ideal for halls, aisles, 
landings, etc. Also available less sign (MODEL 1JWS 
WRITE FOR ILLUSTRATED BROCHURE 











920 N. GARFIELD AVE e PEORIA, ILLINOIS 








Original 
Double-Action 


Creme-Type 






Amazingly effective for fast 
removal of grease, grime, 
paint, ink, asphalt, tar, ad- 
hesives, mastics—all stubborn 
soil—without harsh abrasion. 


USED AND APPROVED BY 
THOUSANDS OF LEADING 
INDUSTRIES! 


GOJER INC., BOX 991, AKRON, OHIO veer. e 
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THE FIRST AND 










ONLY CD ListeD 
EXPLOSION PROOF 


FLOOR MACHINE! /2, 


UL Listed 
Explosion Proof 
Scrubbing Machine 








UL Listed for use in 
Class 1, Group D and 

Class 2, Group G 
hazardous locations. 


For many wae industry has 
respected Underwriters’ 
Laboratories as the leading 
authority on safety 
equipment. Hild now 
offers you the only UL 
Listed explosion proof 

floor machine —desi 
and manufactured to UL 
specifications. Unless the 
explosion proof floor machine 
you are now using is designed 
to the same high specifications 
as this Hild model, it is 
unlikely that you have full 
explosion proof protection. 

Hild manufactures a 


complete line of UL Listed WRITE FOR FREE BULLETIN 
explosion proof vacuum ON HILD EXPLOSION PROOF EQUIPMENT 


cleaners —four models 


trom 6 to 55 gallon HILD FLOOR MACHINE CO., INC. 


capacity — wet and dry 


pickup 1217 West Washington Bivd. 
Chicago 7, Ill, 


NOW! STOP WASTEFUL EXPENSE 
AT YOUR RAILROAD SIDING 




















IF YOU actually saw a Lo-Hed Car puller in operation you'd 
probably order one in a hurry. It is a first rate investment 
— pays for itself fast. It puts a stop to shifting charges. Cars 
get loaded and unloaded in record time. Demurrage charges 
are slashed. Industrial accidents are minimized...And a 
Lo-Hed Car Puller saves money imside a plant, too — pulls 
loads in a straight line, up grades and around corners. 

Lo-Hed Car Puller is rugged, electrically-driven, built for 
trouble-free service. — for folder telling you how to use a 
Car Puller in your p 


AMERICAN ENGINEERING— 


COMPANY 
Dept. CP-183, Wheatsheaf Lane & Sepviva St., Philadelphia 37, Pa. 
CANADIAN SUBSIDIARIES: Affiliated Engineering Corporations, Ltd. 
Montreal, P. 9. . . . Bawden Industries Ltd., Toronto, Ont. 
AE products are: Taylor, Perfect Spread and Vibra-Grate Stokers, Hele-Shaw 


and Hydramite Fluid Power, Lo-Hed Hoists, Lo-Hed Car Pullers, Marine Deck 
Auxiliaries. 
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Medical Supply Company 
concentrates its entire efforts on the 
manufacture and distribution 
of first aid equipment and supplies for 
the field operations of industry. 
When you buy MSco, 
you buy superior quality products 
resulting from long, practical 
experience of the world’s largest 
exclusive manufactu rer 
of unit-type first aid. 





ammonia... swabs 


.-.. applicators from 

MSco perform instant!) 

when needed. Ammonia in 
inhalant or spirits form. Antiseptic 

swabs for individual applications 

Antiseptic applicators for multiple 

use. Unit and bulk packed 

Write for details 


Medical Supply Company 
Rockford, Ill. In Canada, it’s Safety Supply Co. 
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iS IT FAIR? 


f 


| 


es | 


al 


. a (case, from the files of 


The American Arbitration Association 


A FURNITURE company and a union 
agreed that the amount of vacation 
pay a worker could draw would be 
based on the number of hours he 
worked during the two weeks just 
before his vacation. Time lost dur- 
ing those weeks because of com- 
pensable injury was to be counted 
as time worked. 


Debate: A week before his va- 
cation, Edward S. tripped over an 
iron horse and hurt his chest and 
shoulders. He was treated by a 
workmen’s compensation doctor and 
was paid for the day of the accident, 
but he still lost a full day before he 
work Management 


figured he had worked only 32 hours 


could again. 
in the week before the vacation, and 
made up his vacation check accord- 
ingly. 

The filed a 


union grievance: 


“That was a compensable injury, 
and Ed is entitled to a full week’s 
vacation pay.” 

“No.” answered the 
“That injury didn’t last long enough 
We don’t have 
to count the lost day as 
worked.” 


The case went to arbitration. 


( ompany. 


to be compensable. 


time 


The arbitrator said 


Pay paid: 
“compensable injury” referred to 
occurred, not 
lasted 


enough to earn compensation bene- 


the way the injury 


simply to whether it long 


fits. Furthermore, he said. medi- 


cal treatment is a form of compen- 


sation. Ed got his vacation pay. @ @ 


While lehinite rules govern hearing I 
cases by arbitrators of the (merican 
Arbitration \ssociation, ision 
should not be taken as an indication that 


other arbitrators would act similarly 








Type V HOSE REELS 

Simple, compact circular con- 
struction. Hose can be coiled 
in a continuous rol], Even in- 
experienced personnel can 
operate this reel easily and 
quickly. 





2 


HUMP HOSE RACKS 

The hump in center takes 
weight of the hose —eliminates 
sharp folds — lengthens hose 
life. 

Partially enclesed front end 
holds hose in position while it 
is being pulled off. 







2308 WEST YORK STREET 
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All Steel Construction Provides Long Life With Minimum Maintenance. 


WIRT & KNOX. MFG. CO. 


FREE SwING::’ 


... Prevents Knotting 
and Twisting during 
“Run-Out.” 


PHILADELPHIA 32, PA. 
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INDUSTRIAL NOISE 


cont.:nued from page FA 





instead of $6.600. Many other states 


have had comparable increases. 


Danger: Industrial noise, then. 
can hurt employers because of its 
possible cost in compensation 
claims. But it’s dangerous in othe 
wavs, also: 

1. Workers in an extra-noisy 
area sometimes can’t hear instruc- 
tions clearly. have accidents or ruin 
materials as a result. 


2. Lnions are 


starting to file 
grievances (which mean additional 
cost as well as trouble) over too 
much noise and its effects. 

3. Workers can lose a good deal 
of their hearing from being ex 
posed to a lot of noise, and no em- 
ployer really wants that to happen. 

1. Although worth-while | statis- 
tics are lacking on the subject. 
there's good reason to believe that 
men cant work at top efficiency 
when they re subjected to too much 


noise, 


Incidence: How widespread is 
hearing loss? Well. between 10 and 
15 million Americans have it in 
some degree. One out of every 15 
people is bothered by it. Some of 
them don’t even know their hearing 
isnt up to par. 

\ lot of these people with defec- 
tive hearing cover up. They're 
ashamed to be known as deaf, just 
as many others are so ashamed of 
having poor vision that they won't 
wear glasses. 

What's more, the deaf don’t earn 
so much as others do—unless they 
set corrective treatment. The U. S. 
Public Health Service found that 
up to about 10 years ago a man 
with hearing loss usually worked 
for a good deal less than a man 
without it, With help through hear- 
ing aids or other care. however, 
the hearing loss victim has been 
able to raise his income about a 
third, 


Measurement: [ndustrial plants 
can use a rule-of-thumb to guide 
study of their noise levels. If you 
can’t make yourself heard without 
shouting. you're in an area that’s 
probably too noisy—so noisy it may 


damage your hearing. 


An area like that needs to be 
tested with instruments. A sound 


level meter is necessary, to find out 
how much noise there really is 
how many decibels, It’s wise to us 
an analyzer, too; it tells you what 
kind of sound you have—whethe: 
it’s a high frequency or a low one 
and exactly how the frequency 
changes during work. 

The frequency matters a great 
deal. A deep, dull thud isn’t so hard 
on hearing. at the 90-decibel range 
of noise, as high, shrill whine 


Normal hearing standards have 


been established for nine frequen- 
cies, but only six of these frequen- 
cies now are used for testing: 250, 
500. 1000. 2000. 4000. and 2@000. 

Hearing loss, like sound levels, 
is measured in decibels. Your loss 
at the low frequencies of 250 or 
500 may be quite different from 
vour loss at the high frequencies 
of 4000 and 8000. Your hearing 
may test differently when you first 
get up from the way it tests after 
you've worked half a day. 

\ decibel is a unit of sound pres- 


mttinued on next page 











Most Effective 





Safety Selling 





Because It’s Always New! 








PERMANENT 
SIGNS CAN’T 
APPROACH IT. 


COPY CHANGED 
IN MINUTES 
WITHOUT USING 
LADDERS. 






357 S. Heyne Avenue 


NAME 





WAGNER SIGN SERVICE, INC. 







Please send free Safety Manual. 





AN ACCIDENT 


SAVE 


One of the installations for Commonwealth 
Edison Co., Chicago, by C. J. Electric Co. 






Chicago 12, Illinois 





COMPANY 
Sverre 
GAY & STATE 
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For 59 years the most 
dependable source for: 


Cots and Stretchers 


Ambulance cots 
for all styles 


of vehicles 





Stretchers 


for every need 





Insist on the Best. 


Buy Bomgardner 
Equipment 


The Bomgardner 
Manufacturing Co. 
P.O. Box 567 


Edgewater Br. 
Cleveland 7, Ohio 

















Circle No. 54 on reader service card 


66 


INDUSTRIAL NOISE 


continued from page 65 





sure, not of loudness. Every 20- 
decibel jump represents an increase 
of 10 times in sound pressure. If 
you raise the noise level in a fac- 
tory from 50 decibels to 90, you’ve 
20-decibel jumps; so 
you're lifting the sound pressure 
10 x 10, or 100 times. That’s why 
the decibel 
whether or not levels in your plant 


made two 


rating show 


helps 


have reached dangerous propor- 
tions. 

Take a second illustration: raise 
the sound level from 40 decibels to 
100. Then you figure sound pres- 
sure increase as 10 x 10 x 10, or 
1.000 times. And if you boost the 
decibel measure from 40 to 120, 
the sound pressure has jumped 10.- 
OOO times. 

Theoretically , 0 decibel is the point 
at which someone with normal hear- 
ing can just begin to hear a sound. 
In practice, however, normal hear- 
ing doesn’t necessarily begin there. 
It may go as far as 15 decibels 
either below or above 0. When tests 
were made to establish normal hear- 
ing, thousands of people were ex- 
amined. Some had poor hearing: 
others had exceptionally sood hear- 
ing. The average was “normal.” 
So you, if you’re lucky, may be 
able to start hearing a sound at 
—15 decibels: or, if you're not 
quite so good, your hearing may 
start at +15 decibels. 

If a man shows a 15-dee ibel hear- 
ing loss, he’s in trouble. He misses 
some conversation, he may _ not 
grasp orders as he should, he may 
not catch some warning signals 


when there’s other background 


noise, 


Cure: If you're not ready to 
grapple with claims for hearing 
loss when they come, you'll have 
no defense. That’s the main reason 
why many firms are going in for 
pre-employment hearing tests with 
audiometers, Unless the test results 
are down in black and white, com- 
pensation boards and courts can’t 
very well say, “We know this 
claimant’s hearing was bad when he 
was hired. Claim denied.” @ @ 


material for this 
feature comes from an article to be pub- 
lished by Zenith Radio Corporation in 
Better Hearing. 


Some background 





YOUR BEST MOVE... MOVE 


with MERRILL 


MATERIAL 
HANDLING 
DEVICES 





LIFTING 
CLAMP __ 








TWIN LIFTER — 
ee 
yy 7 Si 











OPENER 


For Interesting Information write 


MERRILL BROTHERS 


56-45 Caspian St., Maspeth, N. Y. 


Co er 
DRUM 








ST 
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COMPRESSED AIR 


continued from page 44 





air passes through a pipe line, 
whether it’s the discharge line or not. 
Keep the air line clean; fires have 
started in accumulated dirt and oil. 


Compressors: Any air compres- 
sor should be inspected regularly. 
As dirt accumulates in it. it should 
be cleaned. But don’t use gasoline or 
any other flammable material to do 
the cleaning; use safety solvents 
instead. It’s not a good practice 
even to use waste for wiping out a 
compressor crankcase. 


Clean-up: We've already refer- 
red to Safety Engineer Hodnick and 
his idea for using compressed air 
to clean acid carbovs. But it’s defi- 
nitely dangerous to use a com- 
pressed air gun to clean up metal 
filings, chips, and shavings. 





KEEP air hose reeled up and off 
the floor when it isn’t in use. As at 
Monsanto Chemical Company, quick- 
connect couplings help ease the dan- 
ger of hose under foot by making it 
possible to attach and detach air 
lines in seconds, and to move unused 
equipment out of workers’ way. 





ran into this problem of clean-up 
frequently. 


will still have sufficient force for 
cleaning purposes.” 
He added: “ 


section is opposed to the use of com- 


In general, the safety 


pressed air for the cleaning of 
machinery and parts.” 

The Convair Pomona plant has 
found that, while metal particles 
blown by compressed air accounted 
for only a small number of doctor 
cases, they did account for “count- 
less numbers” of first aid cases. 
Facts for this article came from the 
Compressed Air & Gas Institute; Cor 
vair; H. V. Hodnick; Monsanto Cher 


Company; and Titeflex, Inc. 


al 





Hearing loss 


Number 3 in a series of book- 
lets about indi 
} 


ustrial hearing con- 
servation has been issued by the 
accident prevention department, 
Employers Mutuals of Wausau, 
Wausau, Wisconsin. The booklet 
is aimed especially at physicians, 
jurses, and plant executives who 


4 : : ~ : . —. rm ¢ nvolved j yrote g 

lr. R. Smith, assistant supervisor [he most promising solution. may be involved in protecting 

. . . ‘ workers’ hearing. Protective de- 

of safety for Convair, Pomona. he said, “although not the ideal Pet j yi 

“— : d : vices are given considerable 
California, commented that all Con- answer, is a compressed air gun with attentic 





vair plants—like many other plants a very low nozzle velocity. but which 











TOKHEIM High-Vacuum 
st HAND PUMPS 


for industrial liquids 






Here’s an all ’round utility pump 
that saves much more than its cost 
in speeding production, improving 
housekeeping, preventing waste. 
Eliminates slippery floors and 
liquid accumulation so often the 
cause of fire and accidents. De- 
livers 20 gallons per 100 back and 
forth strokes. Pumps oil and many 
other liquids. (Write for approved 
list.) Has hose or spout outlet. Call 
your dealer, your Tokheim repre- 
sentative, or write factory. 





—from the discharge to atmosphere 
of air, steam and other gases, with a 
Burgess-Manning Snubber. They are 
available with such plus features as: 
spark arresting; air cleaning; heat 
recovery; and surge control. 


Send us an outline of your problem 
for recommendations and literature. 


BURGESS-MANNING COMPANY 
Sound Enqinuring Industrial Silencer Division 


771 East Park Avenue, Libertyville, Il. 


General Products Division 
TOKHEIM CORPORATION 

DESIGNERS AND BUILDERS OF SUPERIOR EQUIPMENT 

1682 Wabash Ave SINCE 1901 Fort Wayne 1, Ind. 





Subsidiories: Tokheim N.V., Leiden, Holland — GenPro, Inc., Shelbyville, Ind. 


Factory Branch 475 Ninth Street, San Francisco 3, California 
In Canada: Tokheim-Reeder of Canada, Ltd., 205 Yonge St. Toronto, Ont. 
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Create Your Own Safety Messages 
with the DAV-SON 


“SAFETY 
DIRECTOR” 


FLASHER-LIGHT 


= CAN USE THIS 
Changeable-Letter 


CHANGEABLE 


PLAY 


- they 
~ rine HAZARDS 
CLEANLINESS 


A > ’ } 
3) + aanet activities * 
N POMANY OTHER 
4 ae MESSAGES 
| = 


$39.75 


complete with 

98 large Red 

and 250 smaller 
Black letters 


Flashing Red-and-Green Lights 
Compel Attention! 

ONLY the , Dav- Son ‘Safety Divects 

the change tter removable panel 

messages quick ly easily, as often as you | 

for sustained safety interest. Size 1 

110-120 volts AC-D¢ 


DAV-SON Genuine Self-Sealing 
CORK BULLETIN BOARDS 

World's largest selection of types and sizes for 
every indoor or outdoor use. Choice of top- 
quality features: hardwood or metal frames, 
locking glass door, fluorescent light, et« 


[NOTICE 


AL PERSE WING 


STOCK METAL WARNING SIGNS 


Colorful safety messages in long-wearing baked 
W THUS DEPARTMENT enamel on metal, 10 x 14”. Over 300 titles in stock 


| MUST WEAR GHGGLIS | 9 —7MMEDIATE DELIVERY! 


Write for free catalog today! Dealer inqviries invited 


A. C. DAVENPORT & SON, INC. 


o ie tm r of Quality Service 


Dept. OH, 311 N. DESPLAINES ST. + CHICAGO 6, ILL. 
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» For SAFETY Aloft! 
ROL-AWAY 


New High-Access 
MAINTENANCE TRUCK 


Safety has been a primary con- 
sideration in the design of this 
completely mobile High-Ladder 
Maintenance Truck. Rolls easily, 
but locks solidly in place. Ladder 
extensions have safety locks and 
safety rails approved by Safety 
Authorities. 


The ideal truck for high level 
cleaning, painting, servicing 
lights, repair or other mainte- 
nance. Adjustable to varying 
heights. Rolls easily through 
doorways and narrow aisles. 


MODEL HL-1 


—Aluminum and steel 
construction 

—42"’ long, 26'’ wide, 6’ 6 
high 

—I11’ 2" high fully extended 
permitting: reach of 16 


One of over 70 different material 
handling trucks for every purpose . 
send for literature 


*<ROL-~AWAY 


ROL-AWAY TRUCK MFG. €O. INC. 


6143 S.E. Foster Rood Portland 6, Oregon 











Announcing! 
NEW NO-TRAX 
GREASE-PROOF 

LINK MAT 


—used wherever 
grease or oil is a 
problem. 
In: plant cafeterias * packing houses * food processing 
plants ¢ milk depots * ice cream plants © fuel oil 
stations 


Provides SLIP-PROOF working areas and reduces fatigue. Im- 
proves working conditions by keeping employees’ feet dry. 
Drains quickly, allowing mat to air dry. For extra safety 
No-Trax grease-proof link mats are equipped with bevel nosing 
on the ends to prevent stumbling. Mats are reversible to give 


double life 


Easy to roll up and remove for cleaning. Available in attrac- 
tive brown color. Guaranteed Grease and Oil Proof, Any 


size. End nosing included at no extra charge. 


GET THE BEST GET NO-TRAX 





For acid use—we recommend bronze rods. 


SUPERIOR RUBBER Mfg. Co. 


501 WEST 82nd STREEY * CHICAGO 20, ILL. 


Manufacturers of No-Trox Mots for all types of service. 
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Institutions — Schools — Hospitals — 

Industrial Plants — Hotels — Caterers — 

Camps — Air Lines — Government — Civil 
Defense — Commercial Feeding Operations. 


THE “AERVOID” CENTRAL KITCHEN 
SYSTEM HAS PROVED ITS WORTH 
IN ALL FIELDS OF MASS-FEEDING 


AerVoiDs provide... 
Sanitary Vacuum Insulation « 
A positive Health Safeguard! 
To-day’s “‘Modern” trend toward 
centralization of food preparation is a 
milestone toward Economy, Better 
Quality and Higher Sanitary Standards. 
Into this new picture nothing fits like 
AerVoiD’s Portable, Stainless-Steel, 
High-Vacuum Insulated, food, soup and 
liquid Carrier-Dispensers. AerVoiDs 
alone provide the proven quality and 
durability to survive under rough 
usage, spreading their cost over a 
long period of uninterrupted service. 
All AerVoiD Equipment, so indicated 
in our specifications is ‘In Compliance” 
with the sanitary construction require- 
ments of the U. S. Public Health Service 
Ordinances and Codes. 
Write for FREE Literature Kit OH-0O1 


Our Consulting Service is also FREE 


VACUUM CAN COMPANY 
19 South Hoyne Avenue, Chicago 12, Illinois 


AeVoily 2ewem Insulated 

ae Hot or Cold Food, Soup, Milk, 

Coffee and Beverage Carrier-Dispensers 
Circle No. 61 on reader service card for more information 


MARCH 1958 @ OCCUPATIONAL HAZARDS 








Thousands 
of industrial plants 
schools, clubs, Y.M.C.A.’s 
have installed the sanitary, 
safe, sure 
SANI-MISTER 


in their 


shower rooms to... 


People like to use if. 
It’s clean and sanitary and when they step- 
on-it their feet feel “refreshed” as well as 
protected. Be sure YOU always have 
enough of the SANI-MIST SOLUTION on 
hand to kill the principal Athlete's Foot 
Fungi in 30 seconds. Don't “run short’ — 


order in 5-gallon cans today. 


SAN MIST 


Solution in convenient 


5-GALLON 
CANS 


e easy to store... 
e easy to pour... 


for the name of your nearest jobber, 
write Dept. OH 


SANI-MIST we 


1724 Chestnut Street 
Philadelphia 3, Pa. 
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LETTERS 





Is Your Own 
Chain and Cable Safe? 
EDITOR: 

Please send to the attention 
writer five reprints of each 
following articles that appe 
OcCUPATIONAL HAZARDs for 

“Check Lists 
s, Chains. Slings” 


tight Equipment Is 
| 


Mrs. P. | 
ant Librarian 
Columbia-Southern Chen 
New Martinsville. W. Va 
Vany requests for 
) article § ha é 
but not 
d without 


umbers. as 


These Letters 
Get Results 
EDITOR: 

Needless to say 
lighted to read the i 
letter to you in the “Le 
of the November issue 
riONAL HAZARDS, it 
coffee break injuries. 
certainly prove helpful. 


ready in the mail we 


i letter from an org 
*1 


provided i brief | ‘ibis 
teresting! 
was a retere! 
tion 

For your tremendous hel; 
project my deepest thanks 


I 
J. S. Few 


Professor of Preventive Med 


University of Oklahoma 
Oklahoma City, Okla. 
Dr. Felton is preparing 


on coflee hreak injuries Hi 


for tllustrations ot such accider 


and for any extra materia 


subject that might be availa 








Big bill . . . 


The American 
Telegr iph Compa 
S100 million a vear 
its 14.000 buildir 


ral housekeepir 














OCCUPATIONAL HAZARDS © MARCH 1958 


JUNKIN 
STRETCHERS 


STRETCHER CASE 











STRETCHERS 


The Junkin Stretcher Case affords a con 
venient and compact cabinet for storing the 
army type stretcher, blankets and first aid 
equipment. It provides a definite location for 
the equipment and protects it against the 
deteriorating effects of dirt and grime. And 
because it's compact it's a SPACE SAVER 
tool Comes fully equipped if desired. 


JUNKIN SPLINT-TYPE STRETCHER 


Construction permits patient to be carried 
horizontaily or lifted vertically without 
danger from inaccessible locations. Canvas 
straps and footrests keep aa 
patient rigid and comfortable. 

For complete information write 

for free descriptive literature. 


JUNKIN 


SAFETY APPLIANCE CO. 
101 $. FLOYD ST. 
LOUISVILLE 2, KENTUCKY 
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ELIMINATE 
THE HAZARDS 


of shock, glass splinters 
and sparks from broken 
bulbs eee by specifying McGILL@ 


Vaporproof Portable Guards. They 
offer positive protection where port- 
able lighting must be watertight, mois- 
ture-proof and dust-tight—ideal where 
there is danger of fire. The heat and 
impact resistant globe is 3/16” thick 
and seals in a silicone rubber gasket 
against the molded phenolic handle to 
guard the 50 watt rough service bulb. 
The heavy duty cage of zinc-plated 
steel wire is provided with 2” open 
hook. Models for 100-W bulbs and 
fibre or brass wire cages available. 
Where safety is first, this is the best in 
protective portable lighting available. 


Available from your electrical wholesalers 


Send today for 
McGill Catalog 
No. 84 


McGILL MANUFACTURING CO., INC. 


650 No. Campbell Street Valparaiso, Indiana 
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SAFE 
rile 


i Le books and films 


BOOKS: 


Standard for Dip Tanks Containing 
Flammable or Combustible Liquids, 
National Fire Protection Assoc., 60 Bat 
terymarch St., Boston 10, Mass. 24 pages, 
$.50. The standards cover application of 
paint by dip tank operation, hardening 
and tempering tanks, and electrostatic ap 
paratus. The 


NFPA, No 34. 


pamphlet is identified as 


Making Management Human. By 
Alfred J. Marrow, published by McGraw 
Hill, 327 W. 41st St., New York 36, N.Y 
248 pages, $5.00. The author, president of 
Harwood Mfg. Corp., brings 20 years of 
executive experience to this work. He 
emphasizes the necessity for satisfactory 
human relations within industry and tells 
how they can be achieved. 


Revised Safety Data Sheet on Acet- 
ylene (SD-7). Mfg. Chemists’ Assoc., 
Ine., 1625 Eye St.. N.W., Washington 6, 
D. C. 11 pages, $.30. This booklet is one 
in a series of safety sheets prepared by 
the association. Sections are devoted to 
properties, hazards, engineering control, 
employee safety, fire fighting, handling 
and storage, tank equipment cleaning 
repairs, medical management, and _ first 


aid. 


Supervisors’ Safety Manual. National 
Safety Council, 425 N. Michigan Ave.. 
Chicago, Ill. $3.75 per single copy; 10 
liscount for NSC members. This book, 
prepared by staff engineers of the coun 
cil’s industrial department, is aimed at 
industrial supervision. The parts of a 
safety program are explored in detail 


Pre-employment Disability Evalu- 
ation. Charles C. Thomas, 301-327 E. 
Lawrence Ave., Springfield, Ill. $10.50 
The author of this book, William A. Kel 
logg, M.D., formerly clinical professor 
of surgery at New York Polyclinic Post 
Graduate Medical School, has a dual 
purpose: to protect the employee against 
injury, and to protect the employer from 
increased compensation costs. He de 
scribes the various diseases, conditions, 
and disabilities encountered in_ pre 
employment physical examinations. 


Research on Fire. Published by Na- 
tional Fire Protection Assoc., 60 Battery 
march St., Boston 10, Mass. Edited by 
Horatio Bond. 192 pages: $5.00. Re- 
search activities of 54 fire research cen- 
ters, sponsored variously by private, in- 
stitutional, industrial, and governmental 
organizations are described, among them 
fire testing of structural assemblies; meas- 
urements of the rate of flame spread over 
wall finishes; tests of flameproofing treat- 


ments for wood and fabrics; and meth- 
ods of determining degree of combust- 
ibility, flammability, and explosiveness of 
materials. 


Materials Handling Equipment. 
Published by Chilton Book Div., 56th & 
Chestnut Sts., Philadelphia 39, Pa. 636 
pages; $15.00. This book, by D. Oli 
phant Haynes, noted material handling 
authority, is aimed at providing the read- 
er a fundamental basis for planning his 
own material handling operations. Top- 


ics covered include: basic types of 
equipment and their capabilities, unit- 
load handling, in-process handling, inte- 


gration ol production machinery with 
handling equipment, package handling, 
techniques for analyzing specific prob 
lems, analysis and design of handling 
systems, cost analysis, and organization 


and control of handling systems. 


FILMS: 


Nursing, a Career of Service. 16mm, 
Rental price: $6.00. Univ. of 
Calif., Educational Films Dept., Univer 
Angeles 24, Calif 
student goes through her 


20 min 


sity Extension, Los 
\ nursing 
period of education and training under 
the camera’s eye. The film deals with 
care and understanding of patients as 
well as reviewing use of the facilities of 
classroom, laboratory, hospital, and af 
filiated institutions. 


Know Your Fire Extinguishers. 
Associated Mutual Fire Insurance Com 
panies, Factory Mutual Engineering Div., 
1151 Boston-Providence Turnpike, Nor 
wood, Mass. $1.00 a day, rental; $3.00, 
Purchase price: $100. The 


learns how and when to use 


maximum 
employee 
various types of extinguishers. The 
reasons certain types of extinguishers 
specific kinds of 


are best suited for 


ires are explained. 


Ladders, Secaffolds, and _ Floor 
Openings, 16mm, color, sound, 9 min 
This film was produced primarily for the 
construction industry. It deals with con- 
struction and design features of ladders, 
scaflolds, and guards for floor openings 
and sets forth instructions on their use 
and maintenance. Available on free loan 
basis from: Affiliated Aetna Life Com 
panies, Hartford 15, Conn. 


The Fire at Whiting. 16mm, color, 
free-loan from Standard Oil Co. of In- 
diana, 910 S. Michigan Ave., Chicago, 
Ill. The importance of a comprehensive 
fire training program and adequate fire 
fighting facilities is under-scored in this 
21-minute film. The scene: a serious fire 
at Standard Oil’s Whiting, Ind., plant. 





When you send for books or films, 


please mention OCCUPATIONAL 


Hazarpbs. 
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SELECTION of safety movies is made 
easy by the subscription report system 


just introduced by a.v.e.s., Inc. Five 


ré ports are 1ssue( 


monthly, September 
through June, for an annual $25 charge 
Each report summarizes contents, pul 
poses, and uses of a specific safety film, 
in enough detail to eliminate disappoint 
ment caused by 


getting movies not 


adapted to your own needs. Reports are 
published on 844" x 11” stock, punched 
to fit the binder furnished with each 
subscription. A 9-man board, composed 
of experienced industrial safety and per 
sonnel men, prepares the reports 


Circle No. 110 on reader service card 


TWO NEW FLOOR WAXES have been 
introduced by Wyandotte Chemicals Co 
contains 15% soli 


I imex, whi h 


recommended for heavy traffic areas; and 





Raltec, 


qualities. Both waxes come in 1, 5, 30, 


characterized by its long-lasting 
and 55-gallon cans 


Circle No. 111 on reader service card 


4 NEW TYPE of industrial floor sur 
face has been unveiled by Plant Maint: 
nance, Inc. It is resistant to all con 


monly used ac ids, oil, grease, gasoline 


al solvents. The 


product, Poly-Rock 
applied by brush or 


trowel to either indoor or outdoor wood 


FG-777, may be 
ind concrete surfaces. Ingredients con- 
sist of a blended air-cured resin rein- 
forced by special types of fibre glass. 
Circle No. 112 on reader service card 


THE M-S-A glove line has been aug 
mented with the introduction of new 
models made of five molded materials in 
cluding Buna-N_ syntheti 
prene, and Compar plastic. These gloves 
have a high resistance to oils and sol 
vents, 


rubbe r, neo 


Circle No, 113 on reader service card 


METALLIC FIRES’ newest enemy is 
X-8, a material which may be used as a 
packing to prevent metallic fires or as an 


lditive to zirconium scrap piles to pre 


vent spontaneous combustion. 1 sg 
ular material possesses substances whicl 
coat the hot parts of the metal, re 
the heat rapidly from fires, and form an 
1ir-sealed cover over the burning parts 


No problem of metal contamination, sir 
X-8 contains neither borates nor 
salts. Mfr Mercantile Metals, In 


Circle No. 114 on reader service card 


A NEW water-tight, heavy-duty ext 
luced by Ericson Mfg. ¢ 


sion cord proa 
th 


is equippéd with a UL-approve 





ng plug and grounded portable lamy 
guard. These features preve shock 
Circle No, 115 on reader service card 


NIGHT DRIVING is ma 


} 
new amber glasses produc ed by General 


e easier by 





Scientific Equipment Co. Thess 


reduce glare without cutting visibility. 


Circle No, 116 on reader service cord 


“CHAMPION SERIES” describes 
American Pulley Company’s new line of 
battery-powered or pedal-operated port- 
able elevating trucks. The 24” x 25” steel 
platform is raised or lowered by a hy- 
draulic-lift mechanism. Battery-powered 
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inits are sold in 58”, 70”, 82”, or 94 
heights. 
Pedal-operated trucks are available 
heights of 46”, 58”, 70", or 82 wit! 
capacity ol 1,000 pounds. 


Their capacity: 1,500 pounds 


Circle No. 117 on reader service card 


“BLAST-MASTER,” the newest addi- 
tion to the Clavton Mfg. Co. line, is a 
heavy-duty steam cleaner, capable of de 


livering up to 280 gallons per hour of 





balanced cleaning solution. The fully- 
utomatic device is equally effective for 
light, medium, or extra heavy cleaning. 


Circle No. 118 on reader service card 


] 


welding screen produced 


“PORTO-SCREEN,” a new portabl 


V Fromme 


Industries, is being marketed in kit forn 
The kit contains hinges, tees, treated tal 
ric. and hooks The Porto-Screen parts 





arryin 


Circle No. 119 on reader service cord 


4 NEW, all evel cot prod iced DY Ferno 
in ambulances or other 


rescue vehi es raises or lowers to seven 





different positions and locks in place at 

the desired level. Optional equipment in- 

cludes plastifoam and foam mattresses. 
Circle No. 120 on reader service card 


A NO-FOG liquid compound is now be- 
ing offered by Carhoff Co. for use on 
eye glasses, goggles, mirrors, windshields, 


continued on next page 
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FOOT-TOE-LEG Protection by “Sankey” 








The aluminum alloy or steel shield (above) is de- 
signed to furnish a maximum amount of protection 
{300 foot pounds) to the entire front of the foot, not 
merely the toes alone, but also to the instep. Other 
models include a guard with anti-slip rubber sole 
and steel calked sole. Special models are made for 
power adz operators and sugar cane cutters 


Absolute freedom of leg motion, utmost protection 
and comfort come with the leg-contour shaped heavy 
fibre shin guard whose weight is but 9 oz. each (#300) 


Fibre knee-shin guard {18'' high) (#310) provides 
flexible knee movement on jobs with both knee and 
shin hazards 


For complete information on our entire line of 
foot, toe and leg guards, write today. 


ELLWOOD SAFETY APPLIANCE CO. 


225 SIXTH ST,, OH, ELLWOOD CITY, PA. 


























CALUMET'S . 2 







@ Compactly designed 
@ Extra sturdy 

@ Steel casting 

@ Convenient to handle 
@ Attachment holes 






DESIGN 
PATENTED 


WB17 Casteel WHEEL BLOCK is designed to meet today’s demands for a 
small, light-weight, inexpensive but extremely strong block with a wide 
range of uses. 
Originally built for jet aircraft, it is equally adapted for chocking stake 
and panel trucks, passenger vehicles, and small aircraft .. . also wheel 
mounted drills, compressors, generators, welding machines, pumps, etc., 
where blocking is required on paved surfaces or hard terrain. 
Ruggedly designed and structurally braced at vital points with unique pave- 
ment engaging calks to give maximum gripping power. 

Write for Bulletin H-58, showing 6 types of Wheel Blocks 





CALUMET. STEEL CASTINGS CORP. 


1636 SUMMER STREET HAMMOND, INDIANA 
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and photographic lenses. The compound 
prevents steaming and fogging of glass 
or plastic lenses. 

Circle No. 121 on reader service card 


“TRAFFIC KING,” a floor mat pro- 


duced by American Mat Corp., is now 


being made of vinyl plastic rather than 
I 





rubber. The use of plastic means longer 
life and non-slip footing whether the 
mat is wet or dry 


Circle No, 122 on reader service card 


EXIDE 6-volt, storage-battery emergency 
lighting Lightguard units can be mounted 
with ease on walls and other vertical flat 
surfaces through the use of a special 
bracket now being marketed by Exid 
Industrial Div., Electric Storage Battery 





Co. The bracket has two keyhole slots 
which fit the studs and wing nuts on the 
Lightguard, insuring firm suspension. The 
bracket can be installed on wood, tile. or 
masonry walls: wood screws, toggle bolts 


or lag screws may be used. 


Circle No. 123 on reader service card 


CONC ENTRATION of poisonous lead 
vapors can be measured with tl new 
MSA lead-in-air detector kit. Spot test 
color comparisons reflect lead concentra 
tions either below or above the maximum 
allowable concentration of .20 milligrams 
per cubic meter. The kit contains a 
Samplair pump, two boxes of glass fiber 
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now...the new 


LIFE 
KEEPER 


BLANKET 


om 





SO COMPACT THAT YOU 
CAN CARRY IT IN YOUR 
POCKET...YET IT OPENS 
UP TO A FULL 5x7 FEET! 





Remarkably strong and protective 


the new Life Keeper Blanket 


: , 
marks another step forward in efhcient 


its weignt 


care of tne injured Easy to store 
easy to use, this double-thick poly 
ethylene blanket brings you all these 


important features 

WATERPROOF to give the injured 
full body protection 
weather and wet ground 
just rinse or wipe off 
shrinking! 

WARM double thicknesses of polyethy 
lene separated by dead-air barrier hold in 
body heat, keep our chill air, dampness 
STRONG two-layer construction of the 
Life Keeper Blanket makes it resistant to 
rips, snags, and tears 
TRANSPARENT so that attendant can 
check for bleeding while the injured 
transit. Will not cling to an open wound 
VERSATILE Life Keeper Blanket ca 
also be used to cover cots and other 
equipment as well as for protection of the 
injured. Provides a dry ‘floor’ on which 
victim may be placed for first-aid care 
LOW COST Life Keeper Blanket elimi 
nates all cleaning costs pays for itself 
first few times used. Ger the complete 
story from your MSco distributor or write 





trom inclement 
I asy to clean— 


Dries rapidly, no 





fe MY 
pi 
pre 


Medical Supply Company 
Rockford, lil. ¢ In Canada, it's Safety Supply Co. 
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filter dises, a pair of tweezers, two sets 


of reagents, and color 


standards, wit! 





in aluminum carrying case equipy NLT 
i shoulder str ip 
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CHEMI-PATCH, a new floor pat 


. loped by the Gar ( 
lip material possessing 
the strength of 
iy be appl ‘ , 





No hipping itting 
0 irea 
ir For best finist 1 
i with Chemi-Pat 
used after tl trowel appli 


Circle No. 125 on reader service card 


4 DOME COVER fo: ind 6 


been designed by F. H 


ums has 
is made of heavy 
The device fits all drums wl 
or less 


Circle No, 126 on eader service card 


A VERSATILE cleaning gun 


by Kemax Corporation possesses “ 
valve arrangement which a 

to apply a cleaning solution, water, or 
compressed air interchangeably with a 
mere twist of the wrist I }-pound 
levice requires 6 to 8 


per minute at 100 to 125 ps 


Circle No. 127 on reader service card 


“DRI-POWER” is t! 


to the Safety First Products ¢ 
of fire extinguishers. TI 8-po or 
1 1 
piece spun steel cylinder is | g 
ind 4% n diameter. Its worki 
continue next nage 
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WHERE 
STATIC 
4 LURKS 


~ Legge 
faintenance 


Works- 


In the presence of vapors, com- 
bustible gases and chemicals, one 
little spark can wreak havoc. 


To combat this, machinery 


ment and personne 


i v 
f static charges must D ( 

to a conductive floor g 
single electrica potentia But 1 
maintenance nd inadequate CC 
sories often duce 





1, — as rino t er 
juctive flooring to zero 


Specialists In Conductivity 
Since 1934 


Ord 
floor fro ‘ 
contaet It Ss wn 
HUBBELLITEF, CON 
GOLEUM-NAIRN 

se of Leon 
TI , . ¢ 











LEGGE SYSTEM 














Walter G. LEGGE Company, Inc. 
Dept. O-3 
101 Park Ave. N. Y. 17, N. Y. 
Branch offices in principal cities. 
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Bam ganas tpAoacathees 





Its a fact! 


Slips and falls cause 


20,000 DEATHS, over 
2,000,000 INJURIES 
each year.* 


Get all the facts on 
modern floor care 
in this free booklet! 





If you have extensive floor areas 
to maintain, youneed this booklet. 


It shows you how to improve 
safety through proper floor care. 
It contains a complete and im- 
partial discussion of the kinds 
of maintenance material best 
suited for use on various types 
of floors . . . from the point of 
safety and appearance. 


*National Safety Council 
Send for your FREE 


32 page floor care booklet 
today 





Branch Offices 
in Principal Cities 
® In Canada; 
Toronto, Ontario 


MASURY-YOUNG CO. 


76 Roland Street, Boston 29, Mass. 


1 

! (1 Send me free, your new floor care book- 
| let, ‘What Every Executive Should Know 
i About This Vital Thousandth of an Inch’’. 


(1) Please have your representative in my 


area call me for an appointment to discuss 
the MYCO Method of floor care. 


Name 


1° ompany—__ 


| Addre 88 





{City 


ee ee ee 


a 
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bronze. The extinguisher 
hydrostatically tested for 800 
pounds and has a rupture point of 3,000 
pounds. 


are brass and 
has been 


It is pressurized with nitrogen 


gas at 130 pounds. 
Circle No, 128 on reader service card 


DRY FEET 


in wet weather will be en 


joyed by outdoor workers who wear the 
safety 


new Iron Age 8” steel toe boot. 





Sta-Dri. 
against 


The boot is compl tely insulated 


freezing temperatures, and the 









SEPCO 


: <@ PRESSURE EQUALIZED 
See EAR PROTECTORS 


7 NOTE 


ca vents & 


specia ul noise 
SEPCO'S actually absorb 
noise, 


abs orbin 
filler 





‘danger area'’ 
reducing it to a safe level. 


SEPCO'S provide ventilation to the inner 
ear—no annoying pressure to cause dizzi- 
ness. Yet the scientifically baffled vents do 
not reduce their effectiveness. 


SEPCO'S wedging action assures proper fit. 


SEPCO'S offer maximum comfort — may be 
worn for long periods. 


SEPCO'S ore soft and mold to the ear to 
form a perfect seal. 


SEPCO Ear Protectors are 
filled with a radically new 
noise absorbing material 
which filters harmful sound 
and prevents dizziness 
caused by that “plugged” 


~ feeling. 
q{‘SOFT” molds itself 
to the ear. 

DEALERSHIPS AVAILABLE 
SAFETY EAR PROTECTOR CO. 
2622 So. Robertson Blvd. 
Los Angeles 34, California 


FREE SAMPLE 
WHEN REQUESTED ON COMPANY STATIONERY 


. 
. 
. 
7 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
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. 
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BRULIN HAS A 


Safer 
Solvent! 


... safer than many 
so called ‘‘safe solvents’’ 





REDUCED FIRE HAZARD—Higher 
temperature required to vaporize 
a solvent sufficiently to flash mo- 


mentarily in an open flame indicates greater 
safety. This is a standard method of measuring 
the volatile and flammable characteristics of 
any solvent. The temperature at which this 
occurs is—The Flash Point. 

BRULIN’S SOLVENT DEGREASER 
HAS A FLASH POINT IN EXCESS 
OF 185~ as tested by a well- 
known insurance company. 


REDUCED TOXICITY—Shown by 
@: the M.A.C. (maximum allowable 
vapor concentration) in P.P.M 
(parts per million) of air at which toxic condi- 
d exist. This factor, however, would 
not be reached if the evaporation rate is very 
slow. (See Evaporation Rate Below) 
BRULIN SOLVENT DEGREASER 
has a M.A.C. of 500 P.P.M. as 
tested by another well-known in- 
surance company. 


So EVAPORATION PATE—Known as 


tions woul 


vapor pressure, this figure indi- 

cates the rate of evaporation of a 
solvent when compared to the evaporation 
time of carbon tetrachloride or butyl acetate 
The evaporation of certain solvents gs at such 
a slow rate that the Maximum Allowable Vapor 
Concentration would be extremely difficult if 
not impossible to reach because of dissipation 
and dispersion by air and thermal currents 
BRULIN SOLVENT DEGREASER 
has a very low solvent evapora- 
tion rate. The rate is 5 times 
slower than carbon tetrachloride. 


THESE SAFETY FACTORS and the outstanding 


degreasing power of Brulin Solvent Degreaser 
are the reasons for its wide-spread acceptance. 





BRULIN & COMPANY, Inc. 


2939 Columbia Avenue—indianapolis 7, Indiana 
1793 12th Street—Oakland 7, California 
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upper leather is Sylflex-tanned t 
dry under the wettest conditions. 


» stay 
Circle No. 129 on reader service card 


NEW MODELS of the Magline, Inc., 
magnesium material handling equipment 
range in capacity from 7,000 to 16,000 
pounds and are suited for all normal fork 
truck operations. Added features include 

tire saver side curbs which provide extra 
protection against truck run-offs, hydrau 
lic lift, spring-actuated safety chains, de 

tachable towing bar for power truck haul 







STOP ACCIDENTS © CUT TIME LOSS 
REDUCE INSURANCE COSTS © SAVE LIVES! 
ing. Ramps are available in 16 standard 
models install and use NEW 

MORRISON 
A ONE-MAN car door-opener has been b y LVING CUP GUARDS 
developed by the Nolan Co. A new safety ‘ : 
hook at the anchor end of the chain is 
equipped with i lo« king late h which pre " z : y oe etal —= om 
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Oty Es wit¥ 
HELP STOP costly accidents with MORRISON Revolving Cup 
Guards! Safety codes and laws REQUIRE guard protection. Specify 


MORRISON for maximum safety . . . lighter weight . . . lower cost 
. . . greater strength. Full protection for operator with minimum 
interference with work. 


Remember, MORRISON also makes standard wheel guards. 
There is a MORRISON Guard for every application...all are made 
to comply with American Standard Safety Code. 


See your grinding wheel supplier or write: 





vents accidental release while the chain MORRISON PRODUCTS INC. 16816 Waterloo Road, Cleveland 10. Oh 








is pulling. Stubborn railroad car doors 
may be opened quickly and without risk 
of back or hand injuries 


Circle No. 131 on reader service card 


JEEP 65 is the newest John Bean Div 
(Food Machinery & Chemical Corp.) it 
dustrial fire truck. Mounted on a FC-150 


Jeep, this fire fighter delivers 60 gpm at 
800 to 850 psi. I wes nt includes a 200- 


gallon tank with a high-pressure fog unit 





_[ stop costty FALis...THIS QUICK | ay 


‘ Xs 


Make your plant safer with "SAFETY-WALK” 


: Here’s the new mineral-coated fabric keep clean! Use ‘“Safety-Walk’’ Non- 
that can operate independently of out- that provides perfect traction—sure slip Surfacingonstairs, walkways, ramps 
side water supplies, two lines of %" hose footing—even under water or grease! wherever the danger of a fall is present. 
(each 100° long) and two fire fighter Patterned in strips, tiles and cleats fora ‘Safety-Walk’’ pays off in accident 
guns variety of purposes, it goes on in min- __ prevention, better public and employee 
Circle No. 132 on reader service card utes—lasts for years. And it’s easy to relations... . prevents costly claims. 





Ya RIE 
REG. U.S. PAT. OFF. 





JOINTER AND SHAPER operations \ 3 I FREE SAMPLE! Piease send me “ - 1 
can be performed more safely and ef- ey ao g Walk” sample and complete information. i 
: MINNESOTA MINING AND Meo. Co. 
‘ “T-s BRAND 
ficiently with the Repco jointer-shape r B Dept. 50.38, St. Paul 6, Mina. t 
safety hold-down produced by R. E. NON-SLIP SURFACING i | 
Peterson Co. This device supplies con- | WET: én dsacdccnactinneedectadcenanes 
stant pressure against the material-in- ' 
. as oe ‘ ~ F | COMPANY... .ccccccccccccccescccccocecs 
process, preventing kickbacks and elimi- enooucrs, Made in U.S.A. by MINNESOTA I 
ing > 2. sal _ MINING AND Mes. Co., St. Paul 6, 
nating the need for push-stic ks, finger- Minn. Export Sales Office: 99 Park UMN! ct acs cccaehuntie aweemdens i 
boards, and block-pushers. For shaper Avenue, New York 16,N. Y. In §j i 
: ®eggans" Canada: P. O. Box 757, London, Crty ZONE STATE 
continued on next page Ontario. Lea e eee ee eee ee oe D 
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Work Safely 


on 


1 to 12 Step 
Ladder-Stands 





Roll Easily! 


i Special casters 
f retract auto- 
} matically 


sone see sCeb i: 
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Sturdy! 
SQUARE 


tub I 


ular steel 
All 
a Ai’ 

1 1 
welded steel 


nstruction. @ 
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j 
e expanded 


mae % 
tal treads. 
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ALUMINUM 
: wee | LADDER CO, 
3 a Der 
a Worth n, Pa 
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operations, two units are used. One holds 
down; the other holds in; and if re- 





quired, these pressure blades may be re 
versed from left to right-hand operation 
Circle No, 133 on reader service card 


4 NEW DRUM and barrel truck mat 
keted by Industrial Products Co. affords 
easy movement of loads weighing up to 
1,000 pounds. It handles containers 15 
or more in diameter and 24” to 35” ir 


length. It is designed for easy access and 


Pa 
U 





departure in constricted areas and thus 
can drop loads in tightly packed rows 
It can also remove and place material o1 
pallets up to 8” high. The chime hook is 
adjustable and locks in any fixed pos 
tion. 

Circle No. 134 on reader service card 


“SAFETY-DESIGNED” molded rubber 
stair treads in a complete range of sizes 
are now being offered by Musson Rub 


ber Co. The safety design consists of a 





new horizontal-bar pattern. The treads 
are available in black, red, green, gray, 
and mahogany. 


Circle No. 135 on reader service card 
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of Industry” 





Belt of Bashlin’s Quality Co.ton or 
Nylon Webbing. Lanyard ‘42 inch 
manila rope .. . safety equipment 
as necessary in industry as para- 
chutes in the air. 


The complete line of Bashlin Qual- 
ity Safety Equipment for Industry 
includes the correct belt or harness 
for the job .. . Also a complete line 
of linemen’s safety equipment. 


You Can't Afford Anything 
LESS Than the BEST— 
Gag BASHLIN 
Highest Quality For Over 30 Years 
Distributors in Strategic Areas in U.S.A 


Export: Copperweld Steel Internat 
In Canapva: Bell Electricord & Safety, Ltd 


Toront 





Ash {OF .«« 
CATALOG NO. 54-S 


W. M. BASHLIN CO. 


GROVE CITY, PA. 
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SAFETY REMINDERS can be a part 
of your workers’ coffee break through the 





use of Sealright, Inc., plastic-coated cof 
let ips containing colorful safety mes 
sages You have your choice ot tour 


different safety slogans 
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“GUEST GOGGLES,” nanufactured 
by ‘Sellstrom Mfg Co., are 


specifically for the 


designed 
safety goggle needs 


of the plant visitor They may be worn 
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1 qt., 2 qt. 1 gal. 
Safety Cans come 
with trigger - grip 
handle, as illustrated 
at top right. 214 and 
5 gal. sizes feature 
free-swing handle 
(above ) 





the approved SAFE way 
to handle flammable liquids 





Acomplete new line with a good old name 
Listed by Underwriters Laboratories 
Approved by Factory Mutua! 

Available in 5 sizes from] qt. to 5 gal. 

No waste, no splash, no spill 

Strong quality construction 
Self-adjusting guard cap prevents leakage 
Safe for handling all flammable liquids 





MANUFACTURING COMPANY 
Wellsburg, W.Va. 


Serving Industry Since 1894 






or or write for 


howing the Complete 


SAGis Sapet’ 


nformation 




















Store 
Safely 


gasoline * kerosene 
or any flammable liquid! 


VENT-A-DRUM 


automatic 


SAFETY VALVE 


protects against 








dangerous explosions! 


The Vent-A-Drum prevents dangerous explo- 
sions which occur from fires and sudden 
temperature changes when storing flammable 
liquids, by automatically allowing air to enter 
or escape container. In addition to protecting 
property and lives, Vent-A-Drum pays for 
itself by reducing fuel evaporation 50%! Used 
by leading firms, approved by Factory Mutual 
Testing Laboratories. Precision-engineered 
never requiring adjustment or replacement of 
parts. Cast Bronze. Completely guaranteed 
Dealerships and literature available. 


Safety Equipment Co 





Magee at Marsden Philadelphia 35, Pa 
Circle No, 77 on reader service card 
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Auto Seat Belt Quiz!! 





For more comprehensive in- 
formation on these, and 
other important questions 


on auto belts, write for 
complete pamphlet to: 


> «<4 
ROSE MFG, _ CO. 


2700 W. Barberry Pl. 
Denver 4, Colo. 








He 


DENVER 


1. What is the ay- 
erage “G loading” 
a belt must with- 
stand in just a 30 
mile per hour 
crash, with 18” 
stopping dis- 
tance? 


test yourself 


2. The so called 
Nylon-Rayon web- 
bing is ?°% Nylon 
and ?% Rayon? 





3. In selecting a 
buckle for your 
safety belt, what 
are some of the 
features to look 
for? 


4. Is it safe to at- 
tach an auto safe- 
ty belt to the floor 
of a car, rather 
than the frame? 





o-Is fatigue 
brought about by 
wearing a safety 
belt? 


Answers 





6. Should manu- 
facturers claims 
be accepted, or 
should proof be 
furnished by an 
independent labo- 
ratory? 


(‘spoyjyaut Zuryso} 
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FIRE PUMPS 
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continued from page of 





Standards: The National Fire 
Protection Association adopted a 
revised standard (NFPA No. 20) 
in May 1957, to guide installation 


EMPLOYEES WILL of fire pumps. While the standard 


is especially useful for pump house 
STOP construction, there are points in it 
that can help you no matter what 


LOOK kind of pump or water supply you 


have. 

> Use only pumps approved for 
and READ | fire protection service. {Approval . 
MESSAGES POSTED ON may come from Underwriters’ Lab- 


DIAMOND BULLETIN BOARDS oratories or from Factory Mutual 
Laboratories.) Other pumps may 
They can SEE your messages posted on DIAMOND | not stand 
BULLETIN BOARDS because DIAMOND BULLETIN BOARDS heavv-dutvy now-and-then service de- 
are illuminated for easy reading day and night; and they | ‘ 
are ventilated, so the glass will not fog in any weather. manded by fire protection work. 
For complete construction and performance details 
write for bulletin. 


up well under the 


> Protect your pump against 
| | 
possible damages by fire or water. 
> Use only engines approved 
PI 


for fire pump service, 


SAFETY FIRST SUPPLY COMPANY 


425 MAGEE STREET * PITTSBURGH 19, PA. 











HAVE ONE HANDY FOR 
THAT EMERGENCY ! 





Homelite photo 
REHEARSAL—but it could easily be 
the real thing. Pumps will take water 
from any stream or pool, hurl it at 
necessary pressures on plant fires. 
For factories in rural and small town 
areas, having this extra water avail- 
able often means the difference be- 
tween minor fire damage and com- 
plete destruction. 


FLEXIBLE > Power your pump with gaso 
coves STRETCHERS line or diesel fuel only (a) if the 











Reg. U.S. Patent Office pump 1s used when othe pumps 
fail or (b) if no other source of 

Reeves stretchers are the best in any emergency. PRE table 

I ndustrial plants, hospitals, first aid and rescue squads, atv icapegsee? 
police and fire departments throughout the country > \nalyze your water supply ; 
use these stretchers to handle their injured with care, if it contains corrosive chemicals, 
preventing more serious injury. Make sure you have a have your pump built of materials 
Reeves stretcher ready. that will resist corrosion. Bronze, 


4 STRETCHER CANISTER to protect your Reeves red brass, or ductile iron often is 


A LOO 1. 
stretcher from dirt, dust and dampness. . , 
> Be sure your pump and its 


engine are installed according to 
A. SMITH & SON, INC. rules of the National Electrical 
Code and of any local or state fire 
code, A complete plan for the in- 


‘IF IT’S MADE OF CANVAS, WE MAKE IT” stallation should go to whatever 


authority has jurisdiction; that au- 


Established Eighteen Hundred Sixty Seven 
1237-39 Ridge Ave. Philadelphia 23, Pa 
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thority should approve the plan and 
the pump and engine before in- 


Neu rour-PounD FRAN | TC hk 
stallation starts. 
> Pump, driver, bed plate, and MEGAPHONE 
all attachments should be bought as 


a unit; the pump and driver should 


be tested as a unit by the pump 
manufacturer, 






There’s another point, also: if 
your pump draws water that may FOR EASIER 
contain material that will clog it be ; 
sure to use a screen over the intake. % . a COMMUNICATION IN 


No one kind of screen is best for all FIRE AND EMERGENCY 
purposes, but usually one that has » 

openings with an effective area of wy 4 RESCUE WORK me, 
11% square inch for each gallon pet 


minute of pump capacity will do the Vas 


job. ° 


Now, a lightweight transistor megaphone to help 


Power: There’s no wavy to find you communicate with firemen, rescue workers, and Nothing Like lt! 


i victims. The key is convenience. This new power 
out with one formula the exact megaphone needs no power source, and you can pide, dd ieneihs ox tel 
power required to drive all kinds carry it all day long without fatigue. A pull of the injuries with soft rubber 
. 7 trigger, a volume adjustment, and you’ve got a mouthpiece. 
and makes of fire pumps. To arrive powerful booming voice for instructions of all kinds. ACCESSIBLE—Instantly ready 
it a pree ise figure. you have to think A safe, soft rubber mouthpiece prevents injuries to —no wiring—no auxiliary 
’ as P ; mouth and face. Just pick it up and use it. equipment. 
about the efficiency of a parti ular There’s literally no upkeep. Simple pen cell batter- pag Ag ony Oe naunée 
ee Sa . om : A nt gate ange — less n ha i 
pump, as well as about variations ies form a power source that is instantly replace- of onythina Pon ln Borg 1 
: ae able. There’s a strong webbing shoulder strap, and fatigue under day-long use 
In power delivered by a particular an attractive green carrying case available as PEN CELL POWER — Battery 
motor or engine. _ However. this optional equipment, if needed. . ' operated—long life — batteries 
, , This is tops in power megaphones. Every public or easily replaced in seconds. 
formula does five you approxli- private fire department and rescue crew should be LONG RANGE—Powerfu! voice 
mately the power vou'll need to equipped. Ideal for industrial plant safety as well. for 1/4 mile-plus range. 


: CALL your Wheeler dealer TODAY! 
drive a pump: 








gens x P x S28 WHEELER PROTECTIVE APPAREL, INC. 228 W. Huron Street, Chicago 10, Ill. 
HP 
10.000 x E “sy 
<a MH Yf 
In this formula. HP brake } i lf 


horsepower required to drive the 
pump at the necessary speed to meet 
the pump’s rated capacity. Gpm 

gallons per minute discharged. P 

the pump pressure in pounds per 
square inch, or the difference be 
tween the discharge and_ suction 
pressures (add 1 psi for each 2 feet 
of lift if suction lift is involved). 
k the pump efficiency, or the 
ratio of the actual water horsepower 





delivered, to the horsepower input 


to the pump. Modern pumps rate HECK WITH TECT FOR Savings AND Safety 


about 75° or more efficient. 


i vole wn 6 win al IN CLEANING OPERATIONS. 





diesel engine to drive your pump. Low toxicity solvents Fire Safety and Safety Service 
| é i that ill deli - at Your choice of drying time M Versatility of solvents reduces inventory 
pian on a size lat Wl aeiver a Automatic Still for reclaim and reuse Quick delivery from 35 distribution peo 
least 10° more horse powel! than M Lower Cost Safety Solve High stability - rust prevention 
’ M Solvents with greater cleaning power M Bulk or mixed truckloads 
youll need under any pump wer 9 . a 


load. @ @ Let us engineer your operations for Savings with Safety 


TECT, INC. 
Northvale, N. J 


Help in preparing this article came from 
John Bean Division, Food Machinery & 
Chemical Corporation; Fairbanks, Morse 
& Company; High Fog Pump Company; 


4 Send me the details” 





NAME TITLE 
Homelite, a division of Textron, Inc.; COMPANY 
Marine Products Company; Marlow ADDRESS 
Pump:. 2 division of Bell & Gossett Com- CITY STATE 
pany; ¢*. E. Myers & Brother Company; 





Waterous Company. 
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2826 N. FOURTH STREET ° 


| LOCKOUM AND BE SURE! 








{ 





SAFETY 


Y MULTIPLE 


LOCKOUT 


For locking out elec- 
tric switches and fuse 
boxes where a num- 
ber of men are work- 
ing on the same line. 
Accommodates up to 
six padlocks. Switch 
may not be thrown 
until last man removes 
his lock. Sturdily con- 
structed yet light and 
easy to handle. Length 
overall 8'4”. Provides 
a sound procedure 
for an everyday 
problem. 


WRITE FOR 
BULLETIN NO. 95 


PHILADELPHIA 33, PA. 
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i d Sheu Se 
WITH AN ASBESTOS FIRE BLANKET 





Within this bright metal container with 
a large red decal Phe FIT RITE 
Asbestos Fire Blanket available for im 
mediate use in an emergency. It hangs 
on the wall like a fire extinguisher, can 
be used to 

Smother clothing fires 

Curtain off a fire area 

Smother flash fires 

Protect machinery and material 

from flying sparks 

Within an identically-designed contain 
er with a large green decal the new 
Fite Rite Gonien n Fire and First Aid 
Blanket for use as 

Pillow rest for the injured 

Wrap for shock and exposure 

cases 
Fire fighting 
For further information, write: 





COTTON GOODS MFG. COMPANY 
216 W. CLINTON ST. © CHICAGO 6, ILL. 


















ALL of YOUR 
CUSTOMERS 


are prospects for 
DURABLE MATS 


and Safety- 


DURABLE Rubberlink 


Tread mats are in demand for 
entrances, lobbies, in work 
and traffic areas — for of- 


fices, factories, schools, stores, 
institutions, and public build 
ings. Durable mats are made 
in any size—for any pur- 
pose There are stock 
mats too, for quick turn- 
over. Send for com- 


plete information. 


f 





MAT COMPANY 
75 North Pleasant Street, 
Norwalk, Ohio 


755 Kifer Road, 
Santa Clara, Calif. 


URABLR|. ef 












vies 






Circle No. 86 on reader service card for more information 


Circle No. 89 on reader service card for more information 














Cut Down NOISE 








EARSTOPPER 


Soft, comfortable, resilient, the SMR EAR STOPPER 
adjusts itself to all shapes, turns and movements of the 
ear canal. Will not slip out of the ear. Has a long life and 
is reasonable in cost. Furnished in a plastic case. Forty-five 
cents per set in full gross lots. 
@ Free sample when requested 
on company stationery. 


Surgical Mechanical Research, Inc. 


Circle No. 84 on reader service card for more information 


1905 Beverly 
Bivd. 


Los Angeles 
57, Calif. 
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STATE HELP good answer by telling you about a hot wire?” Well, this worked 





styrofoam. perfectly. 
continued from page a Stvrofoam is well known now. 
but it was first developed during Cook: But there must have been 
TL: ‘ ; ; World War II as the basis for life some catch to it. What was the 
This material can cause industrial ms . : > 
preservers. It had all the qualities hazard involved? 


cancers among those working with ' 
essential to that use—it was ex- 


“ tremely light, buoyant: and it did SoeT: Styrofoam is a plastic ma- 
: not get waterlogged. terial made from methylene chlo- 
Cook: If every process is hazard- After the war, demand for life ride. Now. when this hot wire cut 
ous, it seems a little odd that any preservers decreased, Someone sug through the styrofoam, it literally 
manufacturing gets done at all. gested using styrofoam as insula- burned through it, and this burn- 
tion. They tried it out. and it ing produced a fine white smoke. 
Soret: Any manufacturing proc- worked very well—in fact. today The smoke is known technically as 
ess can be carried out safely as long most refrigerators are insulated methylene chloride vapor, which is 
as we first know what its hazards with styrofoam. poisonous. When people were cut- 
are, and then set up some system When they cut these blocks of ting styrofoam eight hours a day. 
to control them. stvrofoam for insulation, they al- five davs a week. they were exposed 
Control of industrial hazards is wavs had some waste blocks left to enough of the fumes to make it 
not solved by eliminating. If we Stvrofoam is white: it’s very light: a serious health hazard. 
eliminated all hazardous operations, and it looks very much like gleam- 
we would just about eliminate in- ing, packed snow. So someone Cook: Your job, then, in the Di 
dustry. Occupational disease pre thought it would be a good idea to vision of Occupational Health, was 
vention is a matter of controlling used the left-over blocks to shape to determine the hazard and ther 
operations to the point where they Christmas ornaments . control it. 
are held below hazardous levels. At first. thev tried cutting the 
material with high-speed saws. It Soret: Yes. To do this. we in- 
Cook: How does your division didn’t work out too well, because it stalled local exhaust ventilation 
help to do that? was impossible to get a_ really which drew the smoke away from 
smooth surface. Then someone the workers’ breathing zone and ex- 
SoET: | can give you a pretty asked. “Why not try cutting it with hausted it outside. @ ©@ 








bs } i Pod % 
TANK CAR is easily freed of fumes 
for workers’ safety. 


KEEP AIR 
FRESH 





360° Revolving 
New! LIGHT SENSATION 









] i EW TRIPP 
a Ce oC Mh 40 BRILLIANT 
Design “‘A’’ Ventilator CHEMICAL STILL is here venti- HI-BALL RED FLASHES 


lated while being repaired. 


PER MINUTE 





Improve workers’ safety — health— comfort—efficiency. Get MARK 100 

rid of dangerous gases, fumes, stagnant air. Coppus Design “A” , . 

Ventilator ventilates tanks, tank cars, drums, vats, underground Prevents Accidents— Designed for 

cable manholes, pipe galleries, airplane wing compartments, e HAZARDOUS LOCATIONS © DANGEROUS ENTRANCES—EXITS 
fuselages. For complete information, write Coppus Engineering © TRAVELING CRANES « MOVING MACHINERY © DISASTER WARNINGS 


Corporation, 303 Park Ave., Worcester 2, Mass. Sales Offices in 
Thomas’ Register. 
Other “Blue Ribbon’’ 


No one can miss this signal! Covers 360° like an airfield beacon 
40 Powerful red flashes a minute! Heavily constructed. Beautifully fin- 
ished in chrome to S.A.E. requirements. TROUBLE FREE synchro- 











ANOTH ous moto 5 V., A.C. Sta 75 W. >» easily replaceab 
Products in Chemical o 1 theme at dE ee mage ee as 
Engineering Catalog, C 0 a ) Get the Facts— Write TODAY! 
Refinery Catalog, Best’s 
Safety Directory and “BLUE “ 
pone enn RIBBON” PRopucr TRIPPE MANUFACTURING CO., Dept. D-3 
133 N. Jefferson Street, Chicago 6, Illinois 
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| 1 | plants. The foam blankets the fire, | | 
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Countless case 


histories record For most 
he fact that 
Sureseals outwear 
rubber and other 
synthetics (we 
make them, too) 
on most jobs. x 
. resistance 











styles 
and length 





SURETY 
SURESEAL 


INDUSTRIAL GLOVES 


the only gloves 
made with 


HYCAR 


of those “tough-on-gloves” jobs Surety 


Sureseals give you the greatest hand protection and 
longest ser 
ance to practically all industrial chemicals, acids, 
oils, solvents, etc. 


vice life. Sureseal has the highest resist- 


. plus 4 times greater snag 
and 10 times greater abrasion resistance. 


Write today on your letterhead and we’ll arrange a 
test at our expense—just tell us the material gloves 
are subjected to. Sureseals are available in numerous 
including Turn-cuffs 


and various weights 


Ss. 





E 


RUBBER CO. 
CARROLLTON, OHIO 


In Canada: 
Safety Supply Co., Toronto 











Creators and Designers of 
SAFETY EMBLEMS, PLAQUES 


AND 


Two-Tone Jewelers Bronze Etching with ¢ 
Cross for safety in colors. Genuine Walnut S 
size 10” x 1044”. GC-10 Award of Merit 





Hand engraved lettering only 6c per letter 


Plain Ribbon; GC-12 Award of Honor, $10.95 


AWARDS 


Brand New!! 
STOCK SAFETY EMBLEMS 


Award Button for your Safe Driver 
or No Accident emplovee. Available from stock from 
1 year thru 25 years. 1 or a 1,000. Appropriately 
enameled. 


A distinctive 





Gold Plate 
Sterling Silver 
Gold Filled 
10K Gold 


sreen 

hield 
Set with synthetic Sapphires, Rubies, Emeralds. White 
Sapphires at $1.75 each additional, All prices subject 
to 10% F.E. Tax. 


WILLIAMS JEWELRY & MFG. CO. 


10 S. WABASH 


AVE., CHICAGO 3, ILL. 


SILVERSMITHS BUILDING — CEntral 6-5018 








FIRE TRUCKS 


continued from page 29 





Protection Association recommends 
trucks built for 
right along with the specific ations 
set up for municipal trucks (NFPA 
standard No. 19). 


One small pumper built on a one- 


industrial use 


vO 
r 


ton truck chassis can, in cases of 


real necessity, be operated by a 
the driver. Its list of 


equipment is surprisingly long: 


single man, 


500 gpm centrifugal pump 

150-gallon booster tank 

150 feet of 1” hose, ready for in- 
stant action 

Capacity for 500 feet of 2} 
hose 

( apacity for S00 feet of ] 


lose 


Combination fog-straight stream 
shutoff nozzle 
15-pound Co 


Slamese 


extinguisher 
couplings 
Handlights 

Tools: crowbar, axe, pike pote 
Selection of ladders 

Iwo front spotlights 

Two rear hose lights 


Siren with built-in red flasher 


For increasing the water supply 
in water-short areas, some Jeep- 
mounted pumpers have tank trailers 
as accessory equipment. The trail- 
ers haul perhaps 200 gallons of 
water, plus additional ladders. 

Tankers that carry thousands of 
gallons of water have become well 
known on the West Coast. where big 
lumber operations have used them 
to help fight forest and brush fires. 


Foam trucks: Unlike the pump- 
ers and tankers, which usually rely 
strength, 
their 


chemical 


on water for their main 
trucks 
extinguishing 


the foam base fire- 
power on 
liquids. They use water, to be sure, 
but water is an incidental part of 
their over-all process. 

Their work is a process. A foam 
solution is held in one part of the 
truck, introduced through a propor- 
tioning device to the truck water 
supply, mixed with air, passed 
through a foam-making device, and 
fired through a hose at the fire. 
Variations occur in the details of 
the process, but the basis is always 
the same. 

Foam-making equipment stands 
at the top of the list of fire-fighting 
aids for chemical 


and refinery 
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a.v.e.s. Safety Film Reviews 
Can Save You Money 


Know for sure the film you select 
fits your safety training needs. Merely 
using the title guide too often 
results in a waste of employees’ time 
and needless expenditures. 


as a 


a.v.e.s., Inc., now offers five reports 


monthly summarizing safety films. 
Each report evaluates one film on 
814" x 11” punched paper suitable for 


easy indexing. 


You can be sure of the film’s con- 
tents before viewing, for the evalua- 
tion board collaborating on each re- 
view is comprised of nine well-quali- 
fied men whose cumulative experience 
in plant safety, personnel work, train- 
ing, and engineering exceeds 200 years. 

The $25 subscription entitles you to 
50 safety film summaries during the 
year, issued at the rate of five monthly 
from September through June. (No 
reports issued during July Au- 
gust. } 


and 


Safety directors know from experi- 
that quick, film 
choice a year would pay the subserip- 
tion cost, 


ence one accurate 


Write today to 


a.v.e.s., Inc. 


1316-17th St., Niegera Falls, N. Y. 
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ELIMINATE ALL SAW HAZARDS 


with 


BRETT- 
UARD 


NEW VISUAL SAFETY TOOL 


A versatile 





combination visual circular 
saw fixure, uniting the 









in vocational 
of trans- 


) t made 
that lets you see what 


it PLEXIG 
w 





i sa adjustable for all those 
ssible-t cuts fitting all 
ar tab saws for 6” to 22 
blades uly the last w 
n t i fficiency 
@ FREE 30 DAY TRIAL! Send blade 


diameter and make of your saw. Full 
details on request 


@ 16MM DEMONSTRATION 
FILM! 


SOUND 
Available free loan. 








(Dept. H) So. Dean St. 
ENGLEWOOD we.) 
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plants. The foam blankets the fire, 
doesn’t spread it as water often 
does. Several types of foam have 
been developed; some are best for 
one thing, some for another: some 
will wont. But the 
foam trucks will handle them all. 

Bethlehem Steel 
Lackawanna, New York. has a six- 
wheeled foam truck that carries a 
750-gpm water pump, 200 gallons 
of water, and 400 gallons of foam 
liquid. The pump is driven by the 


freeze, others 


Company, 


truck engine. Discharge connections 
allow plain water to be aimed at the 
fire, as well as foam. 





FOR INDUSTRIAL USE... 





Maxim Motor Company phot« 


SPECIAL TRUCK: 208 hp, 185” 
wheelbase: designed to fight mag- 


nesium and titanium fires in a rural 
area. The truck carries 1,000 pounds 
of a powder used on high-tempera- 
ture metal fires, plus a 150-gallon 
water tank and several hundred feet 
of booster hose. 





Christopher Company photo 


COMBINATION: pumper, ambu- 
lance, squad car, rescue vehicle. It 
carries 200 gallons of water, dis- 
charges 6,000 gallons of foam, has 
500 feet of hose of various kinds, 
carries four stretcher cases, comes 
equipped with many types of rescue 
helps. 





As in the case of water tank 
trucks and pumpers, the foam trucks 
can be supplemented by 
The trailers may haul anything 


from a few hundred pounds of extra 


trailers. 


foam and hose to a complete foam- 
making system. 


Combinations: As said, 
a lot of pumpers and tankers are 
combinations. They carry foam and 


we ve 


water and CQO, extinguishers and 





continued on next page 


1958 





FIRST AID KITS 





Due to increased demands for small 
First Aid Kits, the HALCO line now 
includes the above two Kits. Ideal for 
Automobile glove compartments, these 
new Kits have been installed as stand- 
ard equipment in vehicles employed in 
Repair Service Industries. 


Full particulars and literature will be 
sent upon request. 


A. E. HALPERIN CO., INC. 


75 Northampton St. 
BOSTON 18, MASS. 


“YOUR SAFETY — OUR BUSINESS” 
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JAXCOLITE 


a line of safety 
apparel made of an 
Amazing New Material 


Test 


write for complete details and sample 


this wonder fabric yourself— 


swatch today. 


Jaxco, Inc., also manufactures a com- 

plete line of outstanding safety ap- 

parel and gloves for a great range 
of industrial needs. 


WAUTOMA, WISCONSIN 
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continued from page 83 


GUARD 
UR 
NS 
WwW 
Protect Workers 
From Injury 
with 


. 4 SAF-T-FAN-GARD ; . mentioned, however, is more of 
GUARDS THE FRONT GUARDS THE REAR what we mean by “combinations.” 





A 
ladders. They'll squirt high-pressure 
streams or broad streams or even 





fog. 


The Cramet. Inc., truck we've 





~ o> sais 


Designed for factories and institutions to protect personnel from bodily injury They're the trucks planned deliber- 
This fam guard prevents hand, arm and head injuries. Made of strongly woven cottom mesh al liffere . 

fabric, with one-quarter inch openings. It is washable, mildew proof, non static, and won't ately for several different purposes. 

interfere with the normal flow of air. Cover protects back and sides of fan as well as the front. S shicle ‘ bine fire-fieht- 
Immediate delivery. Write to Some vehicles combine fire-fight 

ROCHESTER SAFETY EQUIPMENT COMPANY, INC. ing with rescue work. Many fire 
83 - 85 HOWELL STREET ROCHESTER 7, N. Y. trucks. in and out of industry, carry 











resuscitators: but these combination 








jobs are designed to handle stretch- 


NOCON — SAFETY-SOLVENTS Bhi 2°) cups be 


crews get disaster victims out of 








almost any situation. 





cleaning of OXYGEN 


FREE 
EQUIPMENT Replace | TECHNICAL BULLETIN 
fire truck (or two or three) around 
? he plant? Well, Reeves Brothers, 
Carbon - Tetrachloride -sonlgysoel manufacture) ‘ ean 

















Pay-off: Does it pay to have a 











é o. SO ‘arolin; oune hat 
‘ Fal lire — low Toxic — High Flashpoint : , tanburg. : uth wri ; und t rat 
¢ Slow to Highspeed drying features i i getting ¢ re tru ut the plants 
° Non-Combustible Solvents — SAFE for all metals cleaning and degreasing ee eee a 
¢ Proven Safety Solvents for classified production of electric motors fire insurance premiums 40‘,. 
e WRITE FOR FURTHER INFORMATION 








Whether buying a truck will work 


Nocon PRODUCTS CORP, new Youn & New Vous [a | 021 "ell for you is another story. 


Your local fire insurance rates. the 





kind of public protection your 
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plant has. your buildings. the haz- 





ards you have, and many other 
factors influence how much. if inv, 
saving you'll have from having your 
own motorized equipment. 

One thing, though: if a_ truck 
saves you from just one major fire, 
it’s paid its way. We've talked with 
plant managers who told us of vear- 
long shut-downs caused by fires. of 
actual bankruptcies. If your busi- 
ness can stand a big-time fire. forget 
about a truck; but if it can’t. a fire 
truck may be pretty cheap insur- 
ance. @ @ 





Help in preparing this article came from 
sources mentioned in the feature itself, 


Hold on there! Back up a bit; you just rushed by and from: John Bean Division, Food 

. : Machinery & Chemical Corporation: Blitz 

some pretty important information. Before you Buggy Company; Christopher Company; 

W. S. Darley & Company: General Fire 

pass this copy ot OccUPATIONAL HAZARDS on to the next k xtinguisher orporation ; Howe Fire 


Apparatus Company; International Har- 


- ga >y he it ver -e > x t in 
reader check it over once more. Did you spot vester Company; Mack Trucks, Inc.; 


s i tes ‘ Maxim Motor Company; Nat | I 
the New Products pages? See page 71. How about aor npeny; Mationsl Foun 
: System, Inc.; Seagrave Corporation; Seco 
this month’s selection of free data books and Engineering & Manufacturing Co., Inc.; 
Valley Fire Truck Company; Victor Add- 
catalogs? ‘They start on page 20. The handy ing Machine Company; Ward LaFrance 


; : ; Truck Corporation. 
Reader Service cards will bring you details on 























all of them. Just fill one out and drop it in the mail. Are you using your state health 
department as you should? 
... See page 46 
Circle No. 97 on reader service card for more information 
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Your Guide to Compensation Claims 


... the FIRST and ONLY book of its kind 








EL LANE TEER A IPO ELTON NS 


Containing 565 of the typical compensation cases pub- 
lished during recent years in OCCUPATIONAL HAZARDS, 
this book is thoroughly c:vss-indexed for easy refer- 
ence. More than 3,000 individual index listings cover 


almost every kind of industrial compensation case. 


The Book 





More than 490 pages 


In layman language 


Occupations indexed 


Limited edition 


$4250 


See “Right off the Docket” 
—in this issue. Cases similar 
to these appear in 565 Indus- 
trial Compensation Decisions 





NOW IN ITS SECOND PRINTING 


Reference to court decisions will guide safety men in 
their daily compensation problems. Valuable also for 
attorneys, doctors, and compensation claim boards. 
Special material by OCCUPATIONAL HAZARDS legal ed- 


itor outlines compensation laws and interpretations 


Department 


OCCUPATIONAL HAZARDS 


812 HURON ROAD 


CLEVELAND 15. OHIO 
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no longer do the job. There are two 


He must be sure to include sec- | 
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EAR PROTECTORS 


continued from page 31 


Major Guild pointed to five reasons: 


1. Men are afraid of missing 





orders or warning signals. “They 
should.” Major Guild said. “be as- 
will fit over the plugs, even allow 
for the bows of eyeglasses to go be- 
hind the ears. Some muffs have 
been equipped with earphones: the 
phones, along with a microphone 
set into a noise shield. let a work- 
man talk to other similarly pro- 


sured that such signals will be 
heard as well or better, just as 
ability see in intense light is im- 
proved by sunglasses. However, 
each man. when talking, must raise 
his voice over what seems the 
proper loudness when he is wear- 
tected workmen in noise levels run- 
ning as high as 140 decibels. That’s 
sound so loud it’s close to the thres- 


ing plugs alone; with muffs, he 
will automatically speak loudly 
enough.” 

hold of pain for men with unpro- 





tected = . 2. Men can't get the plugs to feel 
ected ears. . , mC . 
“ee ee aa I this: NEARLY INVISIBLE plug like this comfortable or to shut out noise, 
An important angle to all this: proved effective in shutting out ex- even though the same plugs worked 
both plugs and muffs must fit per- cessive noise during Wright-Patterson verfectly well when the plant nurse 
fectly if they’re to give top-notch Air Force Base tests of all kinds of ae a “Fact eae d 
re P : . cti cui . - mM. cach man, salt 
protection. A plug or a muff that ear protection equipment. _ amen 


Major Guild, “must be shown the 
doesn’t fit well will give correspond- } 





best method for him to use in in- 
ingly less help in cutting down the 


. serting the plugs, If he cannot learn 
racket a worker hears, what noise could do to them. , I er 
Tho? ; to use one type, others should be 
They've bought pencil erasers, cot- 


oes , ; tried. No one type of insert ear 
Objections: If ear plugs and ton, ear plugs designed chiefly to 


‘ ‘ : ‘ lug is best for all persons. and no 
ear muffs will protect men against help them sleep, and have stuffed eee 
: ; é : one method for inserting a given 
the nerve-shattering roar and whine them in their ears, 
yi ; : . : type will work for all persons or 
and whistle of too-noisy industry, Yet when companies have sup- : 
i ; , even, in some cases, for the two ears 
why won’t everybody wear them plied ear plugs especially made for ' “ 
= : . 4 : ‘ ol one person. 
whenever sound levels climb? industrial use, workers all too often 
i , 
In some cases, workers have seen have rebelled at wearing them. 3. Plugs that once fitted well may 





efficiency 
Taleig-t-t-{-Mum clgeleleletifels 
safety 





STOP: 


__. Quiet rooms BAR sTocK \ 
Noisy machinery enclosures 


Industrial Noise Control begins with IAC’s “Noise Lock” Panels 
which are the basis for hundreds of noise reduction 
applications! These include . 

Noisy Machinery Enclosures 
and Quiet Rooms for shop and 
power plant offices 


A 
Dour Standard 









i a, Noles Lach Ponsls s i L & ee T 
i permit prefabrication 


of units in any size % T  o ] ¢€ x 


with resulting 
~-~ « economies in T Vy g e % 
construction and 


erection costs. H 
Write for technical More than 10 Years proved efficiency 


i Ba 





' data and full details in noise elimination 
<< ad of IAC Noise F P : : , 
aa Control Services @ Maintain full machine @ For all single and multiple 
anni capacity spindle machines 
@ Equally efficient on RD., @ Easily installed, wear re- 
INDUSTRIAL ACOUSTICS COMPANY, INC. Hex., square stock etc. sistant and economical 
Dept.0 341 Jackson Avenue, New York 54, N. Y. CYpress 2-0180 Write For Illustrated Circular and Prices 


Specialists in Vibration Machinery Rooms — Dicer & Shredder 





CORLETT-TURNER CO. 


9151 KING ST. ° FRANKLIN PARK, iLL. 
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Machinery Enclosures — Shop Sup’t Offices (stationary & movable 
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no longer do the job. There are two 
possible causes for this, Major 
Guild declared: “First, ear canals 
frequently are somewhat stretched 
by regular use of plugs. Second, 
the ear secretions of some individ- 
uals tend to with certain 
plastic materials and shrink them: 
on the other hand, some plugs are 


react 


found to swell after long contact 
with ear wax.” 

1. Some say. “Noise doesn’t 
bother me.” As industriai noise 
levels fo up, however, fewel! and 
fewer workers stick to that idea: 
they are bothered, and admit it. 
Nevertheless, said Major Guild, 


“these people test the ingenuity of 
all charged with providing protec- 
tion. They must be fitted so well 
with plugs or muffs that they can- 
not help but be convinced of the 
value of noise reduction, both for 
lessening temporary hearing loss 
and ear ringing and for improving 
the over-all pleasantness of their 
work.” 

5. Ear plugs and ear muffs aren't 
readily Men 


don’t wear them because they don’t 


available to workers. 
want to bother about going to the 
nurse or a tool crib to get them. 
Major Guild felt that companies 
should see that plugs and muffs not 
only are stocked, but are kept where 
men in noisy areas very easily can 
pick them up. 


Fitting: To make certain men 
use the right kind of plug and the 
right kind of insertion method, it’s 
a good idea to have the fitting done 
in the doctor’s office. 

The doctor should check for ea 
infections and unusual amounts of 
Then should be made 
to find out which kind of plugs and 
which size will do the best work. 
Finally, the worker should learn 
how to put in and take out the plugs. 


wax, tests 


The boss: Whoever is in charge 
of the ear protection program in a 
plant, Major Guild insisted, needs 
special qualifications. 

He must be “sincerely interested 
in the men and in their work.” 

He must study all plant jobs so 
that he knows what amount and 
what kind of noise each job in- 
volves. 

He must wear ear protectors him- 
self in noisy areas; if he doesn't, 
how can he convince workers that 
they're worth-while? 


OCCUPATIONAL HAZARDS @® MARCH 


He must be 


sure to include sec- 


ond and third shifts in his periodic 


visits. 


He must know enough about noise 


that he can answer clearly questior 


about it and its effects. 
He must be expert in fhittir f 


+1 
plugs and muffs, so that he il 
help workers who are having 
trouble with theirs. 

He should carry a supply of ear 
plugs and muffs always: that gives 
him a chance to test different sizes 
ind kinds on men who complai 

ee 








Bubonic plague . . . 


] wo 


eet 


th 


litions 


ently have 
e West 


from flea bites 


ous. Those 


cases of bubonik 


At least one result 
Under some 

plague is highly 
working in 


ted regions are warned 


rcise special care, area-w 
ting with DDT and 


on Oo! at 


tibiotics 


have been in contact 


plague 
been diagnosed ir 


to those 














FEDERAL®i(: 


Double 
Intensity 


The adaptability and success of the model 27S 

Beacon Ray created demand for an even 

more powerful and more rugged warning light. 

The new FEDERAL 271 Beacon Ray more than doubles 
the intensity and range of the original. 

It can mount on a 1” pipe or on a flat surface, 

it has a substantial cast aluminum housing and 

a heat resistant glass dome which houses a mechanism 
that rotates a single, powerful sealed-beam spot lamp. 
The hinged cover with single clasp, facilitates 
relamping and inspection. The 271 Beacon Ray 

is built for real service and full dependability! 


8735 S. State St., Chicago 19, Ill. 
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NE W THE POSITIVE Just a 30-Second 
ae LADDER SAFETY DEVICE Demonstration Will 
REINFORCED PLASTIC( 
J 
on ne oF Prove Beyond Question 
Stretcher Case CLIMBING Y 
- MADE SAFE! That Cee Sonic 
Corrosion t 
Resistant If climber starts 
, to fall, device = 
' Permanent Finish locks in a notch -—_ 
i ee automatically, in- Pres iti 7 
#71  Cast-On Lettering stantly. Holds se- nn 
i —— curely. Limits fall 
. | Acid Proof to 7 inches. 
,.* i Not Effected : 
es By Moisture : ee : 
Oe leat aie PREVENTS DEATH AND INJURIES é “" 
‘7 s — FROM FALLING ae 
‘ Vertical or prersprenctte Bitcs wit epee cotch | will Eliminate Entirely the 
Hor al N , and hold workman i e starts to fall, even 
orizontal Mounting if unconscious. Requires no attention from Harmful Effects of NOISE to 
limber; h limbs in normal manner. Inex 
+ Cmanlenicies pec wh eval th _ inex. | the Ear Drums. We Guarantee 
a pensive. Easy to install; 3 men can clamp it , 
White or Yellow to ordinary ladder in few hours. Clamps to | That! NO...NOT an EAR PLUG—instead, 
ee any rung ladder, peg ladder, pole or frame a scientifically developed sound control that 
Full Size — work. No welding or cutting. Notched rail protects the ear drums without interfer ng 
95” High—9” Dia hot-dipped galvanized. Entire equipment rust with normal conversation or sound. We'll 
. and corrosion proof. Can be kept free of ice gladly send you a pair for actual demonstra- 
Manufactured B by applying heat inside the carrier rail. In tion. Then you will find out why they are 
OSBORN use approx. 10 years. Approved by Safety used and recommended for plant, field, and 
er ae . ; Engineers and Govt. Agencies throughout road-workers where NOISE is a HAZARD and 
MANUFACTURING COR P, country. Patented. Manufactured only by a definite deterrent to normal production. 
WARSAW. INDIANA Send for your demonstration pair of Lee 
z ‘ ic SAFETY TOWER LADDER CO. Sonic EAR VALVS TODAY—No obligation. 
ept. RE-1 1024 Burbank Bivd., P.O. Box 1052 SIGMA ENGINEERING COMPANY 
BURBANK, CALIFORNIA 1491 Vine St., Dept. J1, Les Angeles 28, Calif. 
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two new BaL 





IN FLEXIBLE VINYLITE 


z New coverall—soft, form-fitting, with unique 


we we SUPER BAL- guard 
a , 
f Ress] Bay 5 


features for better field of vision, better venti- 
lation and lens replacement. Prov ides unusual 
degree of protection and comfort. Weighs 


only 2 ounces. 


high-satety, low-cost 





ands 
= 
v7 > 
f . a ox 
& a 





~ VISITOR-SPEC 
Xe - 


IN MOLDED ACETATE 


Impressive new impact-resistant give-away 

eyeshield for plant visitor use. Comes sealed in 
— clear polyethylene bag. Comfortable, weighs 
7 only 1 ounce, fits over any dress eyewear. 


plastic eyeshields 


i> ( ah 
& ~ Complete details 
. on new eyeshields 


= 





For specifications on these, or 


BAUSCH & LOMB the full line of B&L Safety Evye- 


wear, call the Bausch & Lomb 





W , branch in your city. Or write 
Bausch & Lomb Optical Co., 
90427 Smith St., Rochester 2, 
New York 
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These Editors Travel 
So Readers Stay Put 


° 


@ If you picture an editor as a character with a green eyeshade and 
garters on his sleeves, take a look at these fellows. They are the chief 
editors of IPC’s eight magazine groups. 


In 1957, these editors made 93 trips . . . visited 762 plants, attended 
146 meetings and conventions. They found time to be active in 22 
societies and held 14 offices in them. All this in addition to managing 
their editorial staffs. 


By way of qualifications for their jobs, they attended 22 colleges, 
hold 14 degrees, have 101 years of publishing experience backed up 
by 63 years spent with 26 firms in other industries. 


These figures add up to just one thing: IPC editors are knee-deep 
in their specialized fields. They have the vitality to go where the 
story is, the know-how to find it, evaluate it and tell it clearly to 
specialized audiences. 


The result: readership that makes all 10 IPC magazines potent 
selling forces. 
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EDITORS 
Charles P. Berka 


Philip R. Kalischer 


Henry Lefer 


Jim McCallum 


Paul Rolnick 


Chorles A. Hill 


J. Arlen Marsh 


John D. Velardo 


PUBLICATIONS 


Industry & Welding, 
Welding Illustrated, 
The Welding Directory 


Precision Metal 
Molding 


Aeronautical 
Purchasing 


Commercial Refrigeration 
& Air Conditioning 


Applied Hydraulics, 
The Fluid Power Directory 


Modern Office 
Procedures 


Occupational Hazards 


Flow, Flow's Material 
Handling lilustrated, 
The Flow Directory 


) | \\ 
] 12 (the INDUSTRIAL PUBLISHING corporation 


812 HURON ROAD @ 


NEW YORK CHICAGO 





Franchise Circulation gets magazines to the men who buy 


CLEVELAND 


15, 


OHIO 


LOS ANGELES - 


© SU 11-9622 


LONDON 


Distilled Writing gets magazines read 








